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DEPARTMENT  OF  THE  NAVY 

FV  1995  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING  PROGRAM 
SUMMARY  OF  LOCATIONS 


STATE /COUNTRY 


AUTH.  REQUEST  APPRO.  REQUEST 

_ (»000)  ($000) 


INSIDE  THE  UNITED  STATES 

CALIFORNIA 
FLORIDA 
ILLINOIS 
MARYLAND 
NEW  JERSEY 
NEW  MEXICO 
NORTH  CAROLINA 
RHODE  ISLAND 
SOUTH  CAROLINA 
TEXAS 
VIRGINIA 
WASHINGTON 

SUBTOTAL 


110.654 
4.300 
13.000 
963 
2.950 
1.390 
16.950 
14.500 
2.550 
14.  110 
46.  1 15 
38.710 

266.092 


110.654 

4.300 

13.000 

863 

2.950 

1.390 

16.950 

14.500 

2.550 

14.110 

46.115 

36.710 

266.092 


OUTSIDE  THE  UNITED  STATES 


GREECE 

ITALY 

PUERTO  RICO 
UNITED  KINGDOM 

SUBTOTAL 

VARIOUS  LOCATIONS 

TOTAL  -  FY  1995  MILITARY  CONSTRUCTION 
AND  FAMILY  HOUSING  PROGRAM 
LESS  FAMILY  HOUSING 

TOTAL  -  FY  1995  MILITARY  CONSTRUCTION 
PROGRAM 


3.050 

3.050 

42.210 

42.210 

1.650 

1.650 

_ 3.9W 

_ 3.900 

50.810 

50.810 

232.863 

_ 232.863 

549.765 

549.765 

229.295 

229.295 

320.470 

320.470 

PAGE  I 


DEPARTMENT  OF  THE  NAVY 

FY  1985  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING  PROGRAM 
INDEX  OF  LOCATIONS 


STATE/ 

COUNTRY 


CALIFORNIA 


AUTH. 

APPROP . 

%  DESIGN 

PROJ 

INSTALLATION/LOCATION 

REQUEST 

REQUEST 

AS  OF 

PAGE 

NO. 

PROJECT  TITLE 

($000) 

($000) 

JAN  94 

NO. 

INSIDE  THE  UNITED  STATES 

AMPHIBIOUS  TASK  FORCE 

1 

CAMP  PENDLETON.  CALIFORNIA 

957 

LANDING  CRAFT  AIR  CUSHION 

10.700 

10.700 

35 

3 

(LCAC)  FACILITIES  (INCR  V) 

SUBTOTAL 

10.700 

10.700 

MARINE  CORP$  ^A;E , 

5 

CAMP  PENDLETON.  CALIFORNIA 

552 

AMMUNITION  HANDLING 

570 

570 

40 

148 

FACILITY 

291 

FAMILY  HOUSING  (196  UNITS) 

28.552 

28.552 

N/A 

163 

SUBTOTAL 

29. 122 

29. 122 

NAVAL  AIR  WARFARE  CENTER  WEAPONS  DIVISION. 

7 

CHINA  LAKE.  CALIFORNIA 

469 

AIRCRAFT  READY  FUEL  STORAGE 

6.000 

6.000 

45 

132 

FACILITY 

SUBTOTAL 

6.000 

6.000 

NAVAL  AIR  FACflpJTY, 

9 

EL  CENTRO.  CALIFORNIA 

213 

POTABLE  WATER  DISTRIBUTION 

1,500 

1,500 

50 

132 

SYSTEM  UPGRADES 

214 

WASTEWATER  TREATMENT  PLANT 

1,500 

1,500 

50 

133 

UPGRADE 

SUBTOTAL 

3,000 

3,000 

NAVAL  AIR  ;tat;(;)n, 

11 

LEMOORE.  CALIFORNIA 

050 

BACHELOR  ENLISTED  QUARTERS 

7,000 

7,000 

35 

13 

MODERNIZATION 

SUBTOTAL 

7,000 

7,000 

NAVAL  AIR  STATIW. 

15 

NORTH  ISLAND.  CALIFORNIA 

549 

DREDGING 

18.830 

18.830 

50 

17 

SUBTOTAL 

18,830 

18,830 

L 

19 

395 

ABRASIVE  BLAST  AND  PAINT 

4.850 

4,850 

35 

133 

SPRAY  FACILITY 

490 

WATER  PROCESSING  SYSTEM 

4,800 

4,800 

45 

21 

UPGRADE 

SUBTOTAL 

9,650 

9,650 

23 

SAN  DIEGO.  CALIFORNIA 

288 

PERSONAL  HYGIENE  FACILITIES 

1.090 

1.090 

40 

25 

SUBTOTAL 

1.090 

1,090 

PAGE  III 


DEPARTHENT  OF  THE  NAVY 

FY  IMS  military  CONSTRUCTION  AND  FAMILY  HOUSING  PROGRAM 
INDEX  OF  LOCATIONS 


STATE/ 

COUNTRY 

PROJ.  INSTALLATION/LDCATION 

NO.  PROJECT  TITLE 

AUTH. 

REQUEST 

(SOOO) 

APPROP . 
REQUEST 
(SOOO) 

X  DESIGN 
AS  OF 
JAN  94 

PAGE 

NO. 

INSIDE  THE  UNITED  STATES 

CALIFORNIA 

NAVAL  STATION. 

SAN  DIEGO.  CALIFORNIA 

27 

111  CHAPEL  AND  RELIGIOUS 

EDUCATION  FACILITY 

4.100 

4.100 

40 

29 

SUBTOTAL 

4.100 

4,100 

NAVY  PUBLIC  WORKS  CENTER. 

SAN  DIEGO.  CALIFORNIA 

313  FAMILY  HOUSING  (136  UNITS) 

18.262 

18.262 

N/A 

169 

SUBTOTAL 

18.262 

18.262 

MARINE  CORPS  AIR-GROUND  COMBAT  CENTER 

31 

TWENTYNINE  PALMS.  CALIFORNIA 

SOT  SMALL  ARMS  RANGE 

MOOERNIZATION 

2.900 

2.900 

40 

33 

SUBTOTAL 

2.900 

2,900 

TOTAL  -  CALIFORNIA 

110.654 

110,654 

FLORIDA 

35 

1  1  1 1  1 1 1^^  !■  IE  1  1 1  1  — y 

469  HAZARDOUS  AND  FLAMMABLE 

SERVMART  ADDITION 

2.200 

2.200 

65 

134 

SUBTOTAL 

2.200 

2.200 

NAVAL  AIR  STATION. 

PENSACOLA.  FLORIDA 

37 

620  AIR  TRAFFIC  CONTROL  TOWER 

SUBTOTAL  - 

2. 10O 

. 

2.100 

35 

39 

TOTAL  -  FLORIDA 

4,300 

4,300 

ILLINOIS 

NAVY  PWLIC  WORKS  CENTER. 

GREAT.  LAKES.  ILLINOIS 

41 

437  SANITARY  SEWER  SYSTEM  UPGRADE 

13.000 

13.000 

40 

135 

SUBTOTAL 

13.000 

13.000 

TOTAL  -  ILLINOIS 

13.000 

13,000 

MARYLAND 

MKVAL  AIR  STATION.  FATOXBMT  RIVER 

MAftYEBtt —  - 

224  housing  OFFICE 

863 

863 

N/A 

175 

SUBTOTAL 

863 

863 

TOTAL  -  MARYLAND 

863 

863 

NEW  JERSEY 

NAVAL  AIR  WARFARE  CENTER  AIRCRAFT  DIVISION 

43 

LAKEHURST.  NEW  JERSEY 

211  POTABLE  WATER  DISTRIBUTION 

SYSTEM  ADDITION 

2,950 

2.950 

60 

136 

SUBTOTAL 

2.950 

2.950 

TOTAL  -  NEW  JERSEY 

2.950 

2.950 

PAGE  IV 


DEPARTMENT  OF  THE  NAVY 

FY  1895  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING  PROGRAM 
INDEX  OF  LOCATIONS 


STATE/ 

COUNTRY 

PROJ.  INSTALLATION/LOCATION 

NO.  PROJECT  TITLE 

AUTH. 

REQUEST 

($000) 

APPROP . 
REQUEST 
($000) 

%  DESIGN 
AS  OF 
JAN  94 

PAGE 

NO. 

INSIDE  THE  UNITED  STATES 

NEW  MEXICO 

45 

008  WEAPONS  TEST  RANGE 

SUBTOTAL 

1.390 

1.390 

_ 1.390 

1.390 

55 

47 

TOTAL  -  NEW  MEXICO 

1.390 

1.380 

NORTH  CAROLINA 

MARINE  CORPS  BASE. 

CAMP  LEJEUNE.  NORTH  CAROLINA 

49 

833  MULTI-PURPOSE  TRAINING  RANGE 

COMPLEX 

845  OIL  SPILL  PREVENTION 

SUBTOTAL 

10.400 

14.850 

<0.400 

4.450 

14.850 

45 

35 

51 

137 

MARINE  CORPS  AIR  STATION. 

CHERRY  POINT.  NORTH  CAROLINA 

53 

871  CVROGENICS  FACILITY 

SUBTOTAL 

■ 

2.100 

_ ?.199 

2.  100 

45 

55 

TOTAL  -  NORTH  CAROLINA 

16.950 

16.950 

RHODE  ISLAND 

!■!  HI  ——■a 

57 

408  SANITARY  SEWER  SYSTEM 

UPGRADES 

14.500 

14.500 

40 

136 

SUBTOTAL 

14.500 

14.500 

TOTAL  -  RHODE  ISLAND 

14.500 

14.500 

SOUTH  CAROLINA 

59 

310  CHILD  DEVELOPMENT  CENTER 

SUBTOTAL 

2.550 

_ a.gso 

2.550 

50 

61 

TOTAL  -  SOUTH  CAROLINA 

2.550 

2.550 

TEXAS 

NAVAL  STATION. 

INOLESIOE.  TEXAS 

63 

0B8  ELECTROMAGNETIC  ROLL  FACILITY 

WITH  LAND  ACQUISITION 

14.110 

14.110 

35 

65 

SUBTOTAL 

14.110 

14.110 

TOTAL  -  TEXAS 

14.110 

14.110 

VIRGINIA 

NAVAL  SECURITY  GROUP  ACTIVITY  NORTHWEST. 
CHESAPEAKE.  VIRGINIA 

67 

806  CHILD  DEVELOPMENT  CENTER 

1.150 

1.150 

35 

69 

SUBTOTAL 

1,150 

1.150 

FLEET  COMBAT  TRAINING  CENTER  ATLANTIC. 

71 

DAM  NECK,  VIRG^NfA 

977  CHILD  DEVELOPMENT  CENTER 

SUBTOTAL 

_L1S0 

1.600 

1.600 

35 

73 

PAGE  V 


DEPARTMENT  OF  THE  NAVY 

FV  1895  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING  PROGRAM 
INOEX  OF  LOCATIONS 


state/ 


VIRGINIA 


WASHINGTON 


PROJ.  INSTALLATION/LOCATION 
Sfij _ PROJECT  TITLE _ 


AUTH.  APPROP.  %  DESIGN 

request  REQUEST  AS  OF  PAGE 

LiOOO)  ($000)  JAN  94  NO, 


INSIDE  THE  UNITED  STATES 

MARCORPS  SECURITY  FORCE  BATTALION  ATLANTIC 
NORFOLK.  VIRGINIA - 


312  BACHELOR  ENLISTED  QUARTERS 

subtotal 

NAVAL  STATION. 

NORFOLK.  VIRGINIA 

706  BACHELOR  ENLISTED  QUARTERS 
SUBTOTAL 

NAVY  PUBLIC  WORKS  CENTER. 
NORFOLK.  VIRGINIA 

216  HOUSING  WAREHOUSE/SELF  HELP 
CENTER 
SUBTOTAL 

MARINE  CORPS  COMBAT  DEVELOPMENT 
QUANTICO.  VIRGINIA 

439  SEWAGE  TREATMENT  PLANT 
UPGRADE 
SUBTOTAL 

TOTAL  -  VIRGINIA 


6,480 


PUGET  SOUND  NAVAL  SHIPYARD. 
BREMERTON,  WASHINGTON 


240 

295 


083 

305 

207 

084 

261 

118 


124 
126 

125 


industrial  WASTEWATER 
TREATMENT  FACILITY 
UTILITIES  AND  SITE 
IMPROVEMENTS 
SUBTOTAL 

NAVAL  STATION. 

EVERETT,  WASHINGTON 

BACHELOR  ENLISTED  QUARTERS 
CHILD  DEVELOPMENT  CENTER 
FLEET  RECREATION  CENTER 
HAZAROOUS  WASTE  STORAGE  AND 
TRANSFER  FACILITY 
HOUSING  OFFICE 
PHYSICAL  FITNESS  FACILITIES 
SUBTOTAL 

NAVAL  AIR  STATION. 

WHIDBEY  ISLAND.  WASHINGTON 

FIRE  FIGHTING  TRAINING 
FACILITY 

industrial  wastewater 

PRETREATMENT  FACILITY 
WASTEWATER  TREATMENT  PLANT 
UPGRADE 

subtotal 


6.480 


6,480 


45 


76 


77 


79 


TOTAL  -  WASHINGTON 


16.430 

16.430 

40 

81 

16,430 

16,430 

555 

555 

N/A 

179 

555 

555 

COMMAND . 

83 

19,900 

19,900 

45 

139 

19,900 

19.900 

46.115 

46.115 

85 

3.200 

3.200 

35 

139 

7.840 

7.840 

100 

87 

11.040 

11,040 

89 

7.450 

7.450 

60 

91 

2.800 

2.900 

35 

93 

3.000 

3.000 

35 

85 

1.500 

1.500 

40 

97 

780 

780 

N/A 

183 

_ 6.840 

_ 6-840 

40 

99 

22.470 

22,470 

101 

1.400 

1.400 

35 

103 

1.400 

1.400 

40 

140 

2.400 

2.400 

60 

140 

5.200 

5.200 

38.710 

38.710 

PAGE  VI 


STATE/ 

COUNTRY 


GREECE 


ITALY 


PUERTO  RICO 


UNITED  KINGDOM 


VARIOUS 


DEPARTMENT  OF  THE  NAVY 

FY  1995  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING  PROGRAM 
INDEX  OF  LOCATIONS 


PROJ.  INSTALLATION/LOCATION 

NO.  PROJECT  TITLE 

AUTH. 

REQUEST 

(SOOO) 

APPROP . 
REQUEST 
(SOOO) 

%  DESIGN 
AS  OF 
JAN  94 

PAGE 

SUBTOTAL  -  MILITARY  CONSTRUCTION 

217.080 

217.080 

SUBTOTAL  -  MILITARY  CONSTRUCTION 

FOR  FAMILY  HOUSING 

49.012 

49.012 

TOTAL  -  INSIDE  THE  IP^ITED  STATES 

266.092 

266.092 

OUTSIDE  THE  UNITED  STATES 

NAVAL  SUPPORT  ACTIVITY.  SOUDA  BAY. 

105 

CRETE.  GREECE 

142  AIRCRAFT  PARKING  APRON 

3.050 

3.050 

35 

107 

SUBTOTAL 

3.050 

3.050 

TOTAL  -  GREECE 

3.050 

3.050 

NAVAL  SUPPORT  ACTIVITY. 

NAPLES.  ITALY 

109 

179  BACHELOR  ENLISTED  QUARTERS 

189  QUALITY  OF  LIFE  FACILITIES 
(INCREMENT  11) 

19.360 

9.100 

19.360 

9. 100 

35 

35 

111 

1 13 

SUBTOTAL 

28.460 

28.460 

NAVAL  AIR  STATION. 

SIGONELLA.  ITALY 

115 

729  BACHELOR  ENLISTED  QUARTERS 

SUBTOTAL 

13.750 

13.750 

13.750 

13.750 

35 

117 

TOTAL  -  ITALY 

42.210 

42.210 

119 

069  OPERATIONS  BUILDING  ADDITION 
SUBTOTAL 

1-6S0 

1.650 

1.650 

35 

121 

TOTAL  •  PUERTO  RICO 

1.650 

1.650 

123 

106  CHILD  DEVELOPMENT  AND 

YOUTH  CENTER 

3.900 

3,900 

35 

125 

SUBTOTAL 

3.900 

3.900 

TOTAL  -  UNITED  KINGDOM 

3.900 

3.9(X> 

SUBTOTAL  -  MILITARY  CONSTRUCTION 

50,810 

50.810 

SUBTOTAL  -  MILITARY  CONSTRUCTION 

FOR  FAMILY  HOUSING 

0 

0 

TOTAL  -  OUTSIDE  THE  WITED  STATES 

50.810 

50.810 

VARIOUS  LOCATIONS 

602  AIRCRAFT  FIRE/RESCUE  STATION  2.200  2.200  N/A  127 

»  VEHICLE  MAINTENANCE  FAC 
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DEPARTMENT  OF  THE  NAVY 

FV  1995  MILITARY  CONSTRUCTION  ANO  FAMILY  HOUSING  PROGRAM 
INDEX  OF  LOCATIONS 


STATE/ 

SflUNTRV 


PROJ.  INSTALLATION/LOCATION 


VARIOUS 


VAR  AGE  SERVICES  ANO  CONSTRUCTION 
DESIGN 

095  POST  ACQUISITION  CONSTRUCTION 
(IMPROVEMENTS) 

095  UNSPECIFIED  MINOR 
CONSTRUCTION 

VAR  A££  SERVICES  AND  CONSTROCTICN 
DESiai 

SUBTOTAL  -  MILITARY  CONSTRUCTION 


SUBTOTAL  -  MILITARY  CONSTRUCTION 
FOR  FAMILY  HOUSING 


TOTAL  -  VASIOOS  LOCATIGNS 

TOTAL  -  FY  1995  MILITARY  CONSTRUCTION  PROGRAM 

TOTAL  -  FY  1995  MILITARY  CONSTRUCTION  FAMILY 
HOUSING  PROGRAM 

GRAND  TOTAL 


AUTH. 

REQUEST 

ilQQQ2_ 

APPROP . 
REQUEST 

%  DESIGN 
AS  OF 

JAN  94 

PAGE 

JS^ 

24.681 

24.681 

N/A 

237 

155.602 

155.602 

N/A 

187 

7.000 

7.000 

N/A 

143 

43.380 

43.380 

N/A 

146 

52.580 

52 . 580 

180.283 

180.283 

232.863 

232.863 

320.470 

320.470 

229.295 

229.295 

549.765 

549.765 

PAGE  VIII 


DEPARTMENT  OF  THE  NAVV 

FY  1»8S  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING  PROGRAM 
MISSION  STATUS  INDEX 

COST  MISSION 

122221  ?tatu$ 


installation/ 


tCT  TITLE 


CAMP  PENDLETON  CA  PHIBTSF 
CAMP  PENDLETON  CA  MC8 


CHINA  LAKE  CA  NAWCWPNSOIV 
EL  CENTRO  CA  NAF 


LEMOORE  CA  NAS 

NORTH  ISLAND  CA  NAS 
PORT  HUENEME  CA  NCBC 


SAN  DIEGO  CA  MCRD 
SAN  DIEGO  CA  NS 

SAN  DIEGO  CA  PMC 
TWENTVNINE  PALMS  CA  MAGCC 

JACKSONVILLE  FL  FISC 

PENSACOLA  FL  NAS 
GREAT  LAKES  IL  PWC 
PATUXENT  RIVER  MO  NAS 
LAKEHURST  NJ  NAWC  ACFTOtV 

WHITE  SANDS  NM  NOMTSTA 
CAMP  LEJEUNE  NC  MCB 


CHERRY  POINT  NC  MCAS 
NEWPORT  RI  NETC 

PARRIS  ISLAND  SC  MCRO 
INGLESIOE  TX  NS 

CHESAPEAKE  VA  NSGA  NW 
DAM  NECK  VA  FCTCLANT 
NORFOLK  VA  MARCORPSSECFRC 
NORFOLK  VA  NS 
NORFOLK  VA  PWC 

QUANT ICO  VA  MCCOMBOEV  CMD 

BREMERTON  PUGETSNO  WA  NSV 


EVERETT  WA  NS 


WHIOBEY  IS  WA  NAS 


957  LANDING  CRAFT  AIR  CUSHION 

(LCAC)  FACILITIES  ( INCR  V) 
552  AMMUNITION  HANDLING 
FACILITY 

291  FAMILY  HOUSING  (196  UNITS) 

469  AIRCRAFT  READY  FUEL  STORAGE 
FACILITY 

213  POTABLE  WATER  DISTRIBUTION 

SYSTEM  UPGRADES 

214  WASTEWATER  TREATMENT  PLANT 

UPGRADE 

050  BACHELOR  ENLISTED  QUARTERS 
MODERNIZATION 
549  DREDGING 

395  ABRASIVE  BLAST  AND  PAINT 
SPRAY  FACILITY 

490  WATER  PROCESSING  SYSTEM 
UPGRADE 

286  PERSONAL  HYGIENE  FACILITIES 
111  CHAPEL  AND  RELIGIOUS 
EDUCATION  FACILITY 
313  FAMILY  HOUSING  (136  UNITS) 

507  SMALL  ARMS  RANGE 
MODERNIZATION 

469  HAZARDOUS  AND  FLAMMABLE 
SERVMART  ADDITION 
620  AIR  TRAFFIC  CONTROL  TOWER 
437  SANITARY  SEWER  SYSTEM  UPGRADE 
224  HOUSING  OFFICE 
211  POTABLE  WATER  DISTRIBUTION 
SYSTEM  ADDITION 
OOB  WEAPONS  TEST  RANGE 
933  MULTI-PURPOSE  TRAINING  RANGE 
COMPLEX 

845  OIL  SPILL  PREVENTION 
871  CYROGENICS  FACILITY 
408  SANITARY  SEWER  SYSTEM 
UPGRADES 

310  CHILD  DEVELOPMENT  CENTER 
058  ELECTROMAGNETIC  ROLL  FACILITY 
WITH  LAND  ACQUISITION 
806  CHILD  DEVELOPMENT  CENTER 
977  CHILD  DEVELOPMENT  CENTER 
312  BACHELOR  ENLISTED  QUARTERS 
708  BACHELOR  ENLISTED  QUARTERS 
218  HOUSING  WAREHOUSE/SELF  HELP 
CENTER 

439  SEWAGE  TREATMENT  PLANT 
UPGRADE 

240  INDUSTRIAL  WASTEWATER 
TREATMENT  FACILITY 
295  UTILITIES  AND  SITE 
IMPROVEMENTS 

083  BACHELOR  ENLISTED  QUARTERS 
305  CHILD  DEVELOPMENT  CENTER 
207  FLEET  RECREATION  CENTER 
084  HAZARDOUS  WASTE  STORAGE  AND 
TRANSFER  FACILITY 
261  HOUSING  OFFICE 
118  PHYSICAL  FITNESS  FACILITIES 
124  FIRE  FIGHTING  TRAINING 
FACILITY 


10.700  N 

570  C 

26 . 552 

6.000 

1.500 

1.500 

7.000 

18.830 
4.850 

4.800 

1.090 
4.100 

18,262 
2.900 

2.200 

2.  100 
13.000 
863 
2.950 

1.390 
10.400 


^ 

2.  100 

14,500 

2,550 

14,110 

1.150 

1.600 

6.480 

16.430 

555 

19,900 

3.200 

7.B40 

7.450 

2.900 

3.000 

1.500 

780 

6.840 

1.400 


C  -  CURRENT  MISSION.  N  -  NEW  MISSION 
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DEPARTMENT  OF  THE  NAVV 

FV  1995  MILITARY  CONSTRUCTION  AND  FAMILY  HOUSING  PROGRAM 
MISSION  STATUS  IFCEX 


INSTALLATION/  PROU . 

LOCATION  _  NO.  PROJECT  TITLE 


COST  MISSION 
(SOOO)  STATUS 


INSIDE  THE  UNITED  STATES 


126 

industrial  wastewater 

PRETREATMENT  FACILITY 

1.400 

C 

125  WASTEWATER  TREATMENT  PLANT 
UPGRADE 

OUTSIDE  THE  UNITED  STATES 

2.400 

C 

SOUOA  BAY  CRETE  NAVSUPACT 

142 

AIRCRAFT  PARKING  APRON 

3.050 

C 

NAPLES  ITALY  NSA 

179 

BACHELOR  ENLISTED  QUARTERS 

19.360 

c 

189 

QUALITY  OF  LIFE  FACILITIES 
(INCREMENT  II) 

9. 100 

C 

SIGONELLA  ITALY  NAS 

729 

BACHELOR  ENLISTED  QUARTERS 

13.750 

C 

SABANA  SECA  PR  NSGA 

069 

OPERATIONS  BUILDING  ADDITION 

1.650 

C 

ST  MAW6AN  UK  JMCC 

106 

CHILD  DEVELOPMENT  AND 

YOUTH  CENTER 

3.900 

N 

VARIOUS 

LOCATIONS 

602 

AIRCRAFT  FIRE/RESCUE  STATION 

2.200 

N/A 

6  VEHICLE  MAINTENANCE  FAC 

VAR 

ABE  SERVICES  AND  CONSTRUCTION 

24.661 

N/A 

DESIGN 

095 

POST  ACQUISITION  CONSTRUCTION 

155.602 

N/A 

(IMPROVEMENTS) 

095 

UNSPECIFIED  MINOR 

7,000 

N/A 

CONSTRUCTION 

VAR 

43 , 380 

N/A 

TOTAL  - 

VARIOUS 

LOCATIONS 

232. B63 

TOTAL  - 

CURRENT 

MISSION 

228.652 

TOTAL  - 

NEW  MISSION 

•w 

_ 88*252 

TOTAL  - 

FY  1995 

MILITARY 

CONSTRUCTION  AND 

549,765 

FAMILY 

HOUSING 

PROGRAM 

PAGE  X 


DEPARTMENT  OF  THE  NAVY 
FY  1995  MILITARY  CONTRUCTION  PROGRAM 


INSTALLATIONS  INDEX 


1390 

NSTALLATION _  _ LOCATION _  PAGE  NUMI 


B 

PUGET  SOUND  NAVAL  SHIPYARD.  BREMERTON,  WASHINGTON  85 

C 

MARINE  CORPS  BASE.  CAMP  LEUEUNE.  NORTH  CAROLINA  49 

AMPHIBIOUS  TASK  FORCE  CAMP  PENDLETON.  CALIFORNIA  1 

MARINE  CORPS  BASE,  CAMP  PENDLETON.  CALIFORNIA  .  5 

MARINE  CORPS  AIR  STATION.  CHERRY  POINT.  NORTH  CAROLINA  53 
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FLEET  COmAT  TRAINING  CENTER  ATLANTIC.  0AM  NECK,  VIRGINIA 


71 


NAVAL  AIR  WARFARE  CENTER  AIRCRAFT  DIVISION  LAKEHURST.  NEW  JERSEY  43 

NAVAL  AIR  STATION,  LEMOORE.  CALIFORNIA  It 
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NAVAL  SUPPORT  ACTIVITY.  NAPLES.  ITALY  109 
NAVAL  EDUCATION  AND  TRAINING  CENTER.  NEWPORT.  RHODE  ISLAND  57 
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MARINE  CORPS  RECRUIT  DEPOT.  PARRIS  ISLAND.  SOUTH  CAROLINA  59 
NAVAL  AIR  STATION,  PENSACOLA.  FLORIDA  37 
NAVAL  CONSTRUCTION  BATTALION  CENTER.  PORT  HUENEME.  CALIFORNIA  19 
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MARINE  CORPS  COMBAT  DEVELOPMENT  COMMANO,  OUANTICO.  VIRGINIA 


B3 


NAVAL  SECURITY  GROUP  ACTIVITY. 

MARINE  CORPS  RECRUIT  DEPOT. 

NAVAL  STATION. 

NAVAL  AIR  STATION. 

UOINT  MARITIME  COMMUNICATIONS  CENTER 


SABANA  SECA 
SAN  DIEGO, 
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SIGONELLA. 
ST  MAWGAN. 
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CALIFORNIA 
CALIFORNIA 
ITALY 

UNITED  KINGDOM 
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23 

27 

115 

123 


MARINE  CORPS  AIR-GROUND  COKBAT  CENTER, 


TWENTYNINE  PALMS.  CALIFORNIA 


31 


NAVAL  AIR  STATION. 

NAVAL  ORDNANCE  MISSILE  TEST  STATION. 


WHIOBEY  ISLAND.  WASHINGTON 
WHITE  SANDS.  NEW  MEXICO 


101 

45 


PAGE  XII 


MILITARY  CONSTRUCTION,  NAVY 


For  acquisition,  construction,  installation,  and  equipment 
of  temporary  or  permement  public  works,  naval  installations, 
facilities,  and  real  property  for  the  Navy  as  currently 
authorized  by  law,  including  personnel  in  the  Naval  Facilities 
Engineering  Command  and  other  personal  sezrvices  necessary  for  the 
purposes  of  this  appropriation,  [$681,373]  $320,470  to  remain 
available  until  September  30,  [1998]  1999:  Provided,  that  of  this 
amount,  not  to  exceed  [$64,373]  $43,380  shall  be  available  for 
study,  planning,  design,  architect  and  engineer  services,  as 
authorized  by  law,  unless  the  Secretary  of  Defense  determines 
that  additional  obligations  are  necessary  for  such  purposes  and 
notifies  the  Committees  on  Appropriations  of  both  Houses  of 
Congress  of  his  determination  and  the  reasons  therefor. 
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Military  Construction,  Navy 
Prograin  and  Plnanclng  fin  Thousands  of  dollars) 
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Military  Construction,  Navy 
Objact  Classification  (In  Thousands  of  dollars) 
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DEPARTMENT  OF  THE  NAVV 
FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


SPECIAL  PROGRAM  CONSIDERATIONS 


POLLUTION  ABATEMENT 

Th*  Military  eonstruetton  projacta  in  this  program  will  ba  dasignad  to 
Maat  onvIronMontal  standards.  Military  construction  projects  proposed 
priaarlly  for  abataaant  of  existing  pollution  problaas  at  Naval  and 
Marine  Corps  installations  have  baan  ravlawad  to  ansurs  that  corractlva 
design  is  accoapllshad  in  accordance  with  specific  standards  and 
criteria. 

ENERGY  CONSERVATION 

The  Military  construction  projects  proposed  In  this  program  will  ba 
dasignad  for  mlnlaua  anargy  consumption. 

FLOODPLAIN  MANAGEMENT  AND  WETLANDS  PROTECTION 

Proposad  land  acquisition,  disposals,  and  installation  construction 
projacts  hava  baan  plannad  to  allow  the  proper  managamsnt  of  floodplains 
and  the  protection  of  wetlands  by  avoiding  long  and  ahort-tarn  adverse 
Impacts,  reducing  tha  risk  of  flood  losses,  and  minimizing  the  loss  or 
degradation  of  wetlands.  Project  planning  is  in  accordance  with  tha 
requirements  of  Executive  Order  Nos.  11988  and  11990. 

DESIGN  FOR  ACCESSIBILITY  OF  PHYSICALLY  HANDICAPPED  PERSONNEL 
In  accordance  with  Public  Law  90-480.  provisions  for  physically 
handicapped  personnel  will  ba  provided  for.  where  appropriate.  In  tha 
design  of  facilities  included  in  this  program. 

PRESERVATION  OF  HISTORICAL  SITES  AND  STRUCTURES 

Facllltlea  Included  in  this  program  do  not  directly  or  indirectly  affect 
a  dlatrlct.  alta,  building,  atructure.  object  or  aetting  Hated  in  the 
National  Raglatar  of  Hlatoric  Places,  except  as  noted  on  00  Form  1391. 

PLANNING  IN  THE  NATIONAL  CAPITAL  REGION 

Projects  located  In  tha  National  Capital  Region  are  aubmittad  to  the 
National  Capital  Planning  Commlaalon  for  budgetary  review  and  commant  as 
part  of  tha  commission's  annual  review  of  tha  Future  Years  Defensa 
Program  (FYOP).  Construction  projects  within  the  District  of  Columbia, 
with  tha  exception  of  the  8o1 1 Ing/Anacostla  area,  are  submitted  to  the 
Commission  for  approval  prior  to  the  start  of  construction. 

ENVIRONMENTAL  PROTECTION 

In  accordance  with  Section  I03(2)(c)  of  the  National  Environmental  Policy 
Act  of  1989  (Public  Law  81-190).  the  environmental  Impact  analysis 
process  has  baan  completed  or  Is  actively  underway  for  all  projects  in 
the  military  construction  program. 

ECONOMIC  ANALYSIS 

Economics  are  an  Inherent  aspect  of  project  development  and  design  of 
military  construction  projects.  Therefore,  all  projects  Included  In  this 
program  raprosont  the  most  economical  use  of  resources.  Where 
alternatives  can  be  evaluated,  a  primary  aconcmlc  analysis  was  prepared 
and  tha  results  Indicated  on  the  DO  Form  1381. 

CONSTRUCTION  CRITERIA  MANUAL 

Project  designs  conform  to  Part  II  of  Military  Handbook  1190.  •Facility 
Planning  and  Design  Guide*. 

CONGRESSIONAL  REPORT  REQUIREMENTS 

a.  Naval  War  Collage.  Newport.  RI  -  Navy  Is  directed  to  allocate 
83.000.000  to  design  a  Combined  War  Gaming  Library.  HASC  Report  103-200. 
dated  30  July  1893.  page  373.  and  CASC  Report  103-357.  dated  10  November 
1983.  page  803.  Design  contract  awarded  In  January  1884. 

b.  Naval  Station.  San  Diego.  CA  -  Navy  Is  directed  to  allocate 
95.100.000  for  design  of  facilities  required  to  provide  nuclear 
capability  to  the  station.  HASC  Resort  103-200.  dated  30  July  1993.  page 
373.  and  CASC  Report  103-357.  dated  10  November  1993.  page  803.  Design 
of  multi-year  construction  requirements  was  begun  In  1893. 

c.  Leonard  Ranch  Transfer  Site  -  Navy  Is  directed  to  allocate 
91.100.000  for  design  of  a  perspective  upland  dredge  disposal  operation 
for  tha  San  Francisco  Bay  area.  HASC  Report  103-200.  dated  30  July  1993. 
page  373.  and  CASC  R^rt  103-357.  dated  10  November  1893.  page  803. 
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DEPARTMENT  OF  THE  NAVY 
FY  1895  MILITARY  CONSTRUCTICm  PROGRAM 

SPECIAL  PROGRAM  CWISIDERATIONS 
MILCON  raquiPWMnts  balng  ostariilrwd. 

d.  Marirw  Corps  Air  Station.  Baaufort,  SC  -  Navy  Is  diractad  to 
undartaka  an  Unspaciflod  Minor  Construction  projact  to  build  a  control  lad 
husildity  imrohouso  for  $1,400,000.  HAC  MILCON  Raport  103-136,  datad  17 
viuna  1993,  paga  6.  HASC  Raport  103-200.  datad  30  July  1883,  paga  373,  and 
CASC  Raport  103-3S7.  datad  10  Novsabsr  1993.  pags  770.  Project 
roqulraaants  and  docuisantatlon  baing  praparad. 

a.  Marina  Corps  Bass,  Caap  Pandlaton.  CA  -  Navy  Is  diractad  to 
undartaka  two  Unspaciflod  Minor  Construction  projacts,  and  program  two 
additional  projects  in  the  aarllest  fiscal  year  possible.  Thasa  projects 
wore  funded  In  the  Fiscal  Year  1894  MILCON  Appropriations  Act.  but  ware 
not  authorized.  CASC  Raport  103-357.  datad  10  Novembar  1883.  page  770. 
Projacts  to  be  exacutod  under  the  Rastoratlon  or  Raplacemant  of  Oamagod 
or  Oastroyad  Facilities  authority  (10  U.S.C.;  Sactidn  2854). 

f.  Naval  Air  Station.  Patuxent  River,  MO  -  The  House  Committees 
recommended  $10,000,000  as  the  second  phase  of  construction  of  an 
Advanced  System  Integration  Facility.  Remaining  conatructlon  funds  are 
to  be  Included  In  the  Fiscal  Year  1995  budget  request.  HAC  MILCON  Report 
103-136.  dated  17  June  1893.  page  6.  Project  technical  ra<iulraoants 
being  reviewed. 

g.  Naval  Station,  Mayport.  FL  -  Navy  Is  directed  to  utilize  $1,300,000 
of  previously  funded  planning  and  dasign  funds  for  a  facility  study  and 
Initiate  design  of  upgrades  to  Mayport  required  for  homeporting  nuclear- 
powered  aircraft  carriers.  HAC  MILCON  Report  103-136.  dated  17  June 
1893.  page  6.  HASC  Raport  103-200.  dated  30  July  1993  and  SAC  MILCON 
Report.  A  study  Is  being  funded  with  (Mieratlon  and  Maintenanca,  Navy 
appropriations. 

h.  Naval  Shipyard,  Philadelphia,  PA  -  Navy  is  directed  to  include  funds 
for  an  extensive  upgr^  of  the  Amalgamated  Foundry  facilities  in  the  Fiscal 
Year  1995  budget  submission.  HAC  MIICON  Report  103-136,  dated  17  June  1993, 
page  6.  MILCON  requiroMnts  being  detezmined. 

NCN-4ULC0N  CONSTRDCTION 

The  following  is  in  response  to  the  requirement  on  page  24  of 'the  FT  1988 
Senate  J^ropriations  Committee  Report  100-300  and  page  1006  of  the  FT  1988 
Comalttee  of  Conference,  House  and  Senate  i^roprlatlon  Committees  Report  100- 
498: 

a.  Operation  and  Maintenance,  Navy* 

Maintenance  and  Repair,  $857,9(X>,000. 

Minor  (>)nstzuction,  $38,300,000. 

b.  ()peration  and  Maintenance,  Marine  Corps* 

Maintenance  and  Rqwlr,  $223,892,0(X). 

Minor  Construction,  $17,701,000. 

c.  Researdi  and  Development,  Navy,  $5,500,000. 

d.  Aircraft  Procurement,  Navy,  $0. 

RESOLOTZCR)  TRDST  CQRPORATION 

Following  guidance  provided  in  the  Senate  Armed  Services  Committee  Report  No. 
101-834  on  the  National  Defense  Authorization  Act  for  FT  1991,  a  review  was 
accomplished  with  the  results  that  the  requirements  of  the  projects  contained 
in  this  budget  request  could  not  be  more  economically  net  through  the  purchase 
of  assets  of  the  ^solution  Trust  Corporation  or  any  similar  entity. 


*/  Maintenance  and  repair  figures  reflect  project  and  recurring  maintenance 
requirements  totals. 


PAGE  NO. 


XVIII 


FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  NX  1050 


AMPHIBIOUS  TASK  FORCE 
CAMP  PENOLETON,  CALIFORNIA 


6.  PERSONNEL 
STRENGTH 

«.  AS  OF 
09/30/93 
b.  END  FY 
1999 


PERMANENT 


4.  COMMAND 

COMMANDER  IN  CHIEF. 
PACIFIC  FLEET 


STUDENTS  SUPPORTED 


CIVILIAN  OFFICai  BA.ISTED  CIVILIAN 


2.  DATE 


S.  AREA  COHSTR. 
COST  MOEX 


60 

540 

60 

540 

7.  INVENTORY  DATA  ttOOO) 


TENANT  OF  MCBASE 


a.  TOTAL  ACREAGE  TENAI 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
•.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


O 

0 

10.700 
0 
O 
O 

10.700 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATEGORY 

CODE 


213.75 


CT  Tl 


LCAC  FACS  (INCR  V) 
TOTAL 


DESIGN  STATUS 
ART 


33.560  SF 


10,700 


02/93 


12/94 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96) 

NONE 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

NONE 


10.  MI 


ProvIdRS  logistics,  mintsnsncs.  and  training  support  for  Landing  Craft 
Air  Cushion  Units  at  Caap  Pondlaton. 


AFETY  DEFICIENCIE 


Li#.!: 


11.  OUT 

A:  POLLUTION  ABATEMENT 

B:  OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 


DD  FORM  1390 
1DEC76 
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NAVY 


FY  1985  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  NX 1050  *■  PROJECT  TITLE 

AMPHI6I0US  TASK  FORCE  LANDING  CRAFT  AIR  CUSHION 

CAMP  PENDLETON.  CALIFORNIA  (LCAC)  FACILITIES  (INCR  V) 

5.  PROGRAM  ELEMENT  6.  CATEGORY  CODE  7.  PROJECT  NUMBER  8.  PROJECT  COST  (5000 

0204573N  213.75  P-957  10.700 


8.  COST  ESTIMATES 


ITEM 

U/M 

QUANTITY 

UNIT  COST 

COST 

(5000) 

LANDING  CRAFT  AIR  CUSHION  FACILITY  . 

SF 

33 . 560 

5.  140 

MAINTENANCE  BAY . 

SF 

24.620 

164.00 

( 

4.040) 

MAINTENANCE  SUPPORT  BUILDING  EXPANSION  .  .  . 

SF 

4.840 

91 .00 

( 

450) 

CLASS  ROOM  AND  LOCKER  ROOM  EXPANSION  .... 

SF 

4.000 

120.00 

( 

480) 

FUEL  TANK . 

LS 

- 

- 

( 

170) 

SUPPORTING  FACILITIES . 

- 

- 

- 

4.480 

ENVIRONMENTAL  MITIGATION  . 

LS 

- 

- 

( 

750) 

UTILITIES . 

LS 

- 

- 

( 

2.330) 

PAVING  AND  SITE  IMPROVEMENT . 

LS 

- 

- 

(1.400) 

SUBTOTAL  . 

- 

- 

8.620 

CONTINGENCY  (  8.0X) . 

- 

- 

- 

480 

TOTAL  CONTRACT  COST . 

- 

- 

- 

10.  100 

SUPERVISION.  INSPECTION  5  OVERHEAD  (  6. OX)  .  . 

- 

- 

- 

_ £&Q 

TOTAL  REQUEST . 

• 

- 

- 

10,700 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS  . 

(NON-ADD) 

1 

( 

0) 

10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Onc-«tory  stMl  franc  high-bay  building  with  eonerata  floor  and 
foundation,  natal  walls  and  roof,  hangar  doors;  naintonanco  support  bay 
axpanslon;  staal  frana  classroon  and  locksr  roon  oxpanslon  with 
eonerata  floor  and  foundation,  built-up  roof,  and  natal  walls;  fual  tank 
with  eathodle  protaetlon  on  eonerata  ring  footing,  utllltlas  Ineluding 
upgrade  of  power  supply  to  servlea  pits,  site  Inprovanants  Including 
anvironnantal  nltl^tlon.  structural  nitigatlon  of  fuel  punping  station. 

11.  REQUIREMENT:  33.566~SF  ADEQUATE:  (TSF  SUBSTANDARD:  6  SF 

PBOOECT: 

Provide  the  fifth  and  final  Incrsnsnt  of  the  West  Coast  Landing  Craft  Air 
Cushion  (LCAC)  facilities.  (New  nlsslon). 

REQUIREMENT: 

Adequate  and  properly  configured  facilities  to  support  LCAC  vehicles 
procuranent.  The  LCAC  Is  an  advanced  landing  craft  that  ridas  on  a 
cushion  of  air  and  is  capable  of  delivering  personnel  and  aquipnant  over 
sea  and  land.  LCACs  are  high-speed  vehicles  less  restricted  by  surf  and 
beach  conditions  than  oldar  landing  craft.  Thay  are  capable  of  lifting 
heavy  aquIpoMnt  such  as  battle  tanks  across  the  beach  from  amphibious 
well-dock  ships  lying  over-the-horizon.  LCAC's  are  highly  complax  craft 
powerad  by  four  marina  gas  turbine  engines  and  rsquira  unique  maintenance 
and  support  facllltlas  not  available  outside  the  LCAC  complex. 

Deliveries  to  the  Fleet  began  In  1986  and  continuo.  Thare  will  bs  42 
craft  assigned  to  the  West  and  42  to  the  East  Coast  by  the  end  of  1994. 

This  project  as  the  last  and  final  Incroment  Is  one  of  the  most  Important 
to  complata  the  LCAC  complax.  It  providas  assent 1a1  facilities  such  as 
an  ovarhaul  maintananca  hangar  and  facllltlas  that  ware  left  out  from 
pravlous  Incramants  or  that  will  fine  tune  their  operations  such  as 
provision  of  utllltlas  ssrvlce  pits.  400  HZ  powar.  structural  corrections 
to  an  existing  facility  and  required  environmental  mitigation. 

(CONTINUED  ON  OD  139 1C) 
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PY  IMS  MNLITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC ;  NX10S0 


ANPHIBIOUS  TASK  FORCE  CAMP  PENDLETON.  CALIFORNIA 


4.  PROJECT  TITLE 


t.  FROJCCT 


LANDING  CRAFT  AIR  CUSHION  (LCAC)  FACILITIES  (INCR  V) 


P-957 


1.  REQUIREMENT:  (CONTINUED) 


OavalopiMnt  of  tho  LCAC  conplox  at  Caap  Pandlaton  bogan  in  tha 
■1d-1990's.  Provloua  Incrataanta  approvad  provldad  nalntananca 
facintlaa,  parking  apron,  oparatlona  and  training  fact  lit  las.  and 
paraonnal  aupport  facllltloa.  THa  craft  that  hava  baan  dal ivarad  ara 
oparating  In  tha  Flaat  and  wara  uaad  tueeaaafully  during  'Daaart  Stora." 
Tha  firat  craft  Introduced  ara  achadulad  for  aajor  ovarhaul  starting  in 
1995.  and  In  conjunction  with  tho  introduction  of  additional  vahiclas  to 
tho  Float,  there  will  not  be  enough  hangar  apaces  to  accoaaodata  the 
ovarhaul  schadula.  Ovarhaul  la  required  after  tan  years  of  operations 
rather  than  tha  longer  oparatlona  cycle  originally  projected.  This 
project  provides  a  dedicated  ealntanance  bay  for  overhaul .  Areas 
lapactod  by  tho  LCAC  coMplax  need  to  be  rehabilitated  as  outlined  in  tha 
Final  Envlromsontal  lapact  Statoeent. 


Tho  west  coast  LCAC  base  at  Canp  Pendleton  will  not  have  tho  capacity  to 
support  the  nuaR>ar  of  craft  to  be  assigned.  The  cooplox  will  not  be 
coeplatad.  Maintenance  and  support  functions  for  the  coaplox  craft  will 
be  lacking,  affecting  the  operating  taepo  and  readiness  of  tha  Assault 
Craft  Unit. 


2.  SUPPLEMENTAL  DATA: 


A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1190.  'FACILITY  PLANNING  AND  DESIGN  GUIDE.*) 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED .  02-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1094 .  35 

(C)  DATE  DESIGN  3SX  COMPLETE .  09-93 

(0)  DATE  DESIGN  COMPLETE .  12-94 


BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  MHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


YES  NO  X 


TOTAL  COST  (C)  -  (A)  *  (B)  OR  (0)  *  (E): 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS  .  ( 

(B)  ALL  OTHER  DESIGN  COSTS  .  ( 

(C)  TOTAL . 

(0)  CONTRACT . ( 

(E)  IN-HOUSE . ( 


(5000) 


(4)  CONSTRUCTION  START. 


(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 


DO  FORM  iniC 
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FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC ;  M00681 

MARINE  CORPS  BASE. 

CAMP  PENDLETON.  CALIFORNIA 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/93 

b.  END  FY 
1999 


PERMANENT 


STUDENTS 


COMMAND 

COMMANDANT  OF  THE 
MARINE  CORPS 


SUPPORTED 


S.  ANEA  COMTR. 
COST  MDEX 


ofFicsa 

ENLISTED 

CIVILIAN 

OFFICSI 

ENLISTED 

340 

172 

2932 

1315 

3029 

1286 

19 

42 

4952 

4873 

7.  INVENTORY  DATA  ($000) 


(  186.061) 


a.  TOTAL  ACREAGE  (  II 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 
f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

0.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


749 . 720 
69.690 
570 
8.390 
48.920 
20.560 
897.850 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATIOOIIV 


116.58 


AMMUNITION  HANDLING  FAC 
TOTAL 


OCSION  STATUS 
ITAirr 

03/93  09/94 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 
214.81  AUTO  ORGANIZATIONAL  SHOP 

842.10  WATER  OISTR  IMPRVS 

TOTAL 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

721.11  BACH  ENL  OTRS  (VAR  LOCS) 

721. IS  BACHELOR  ENLISTED  QUARTERS 

842.10  WATERLINE  INTERCONNECTION 


72.980  SF 
LS 


500  PN 
1.360  PN 
LS 


7. BOO 

_ SSfi 

8.390 


20.500 

8.600 

6.600 


Provlda  housing,  training  facllltlas.  logistical  support,  and  certain 
adalnlstratlva  support  for  Float  Marino  Force  units  and  other  units 
assigned.  ConAict  specialized  schools  and  other  training  as  directed. 
Organize  and  train  replacswant  units  for  doployeont  overseas  as  directed. 
Provide  logistical  support  for  other  Marine  Corps  activities  as  directed. 


POLLUTION  ABATEMENT 
OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 


5000 

4.400 

O 


DD  FORM  1S90 
1DEC76 


PAGE  NO. 
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FY  1995  MILtTARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC ;  N60530 

NAVAL  AIR  WARFARE  CENTER  WEAPONS  DIVISION. 
CHINA  LAKE.  CALIFORNIA 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/93 

b.  END  FY 
1999 


PERMANENT 


STUDENTS 


4.  COMMAND 

NAVAL  AIR  SYSTEMS 
COMMAND 


SUPPORTED 


S.  AKEA  CONSTR 
COST  IffiEX 


7.  INVENTORY  DATA  ($000) 


(1.123. 133) 


a.  TOTAL  ACREAGE  (1.1! 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATEGORY 
CODE 


124.30 


A/C  READY  FUEL  STORAGE  FAC 
TOTAL 


6.000 

6.000 


361 ,680 
5 1 . 685 
6.000 
3.600 
5.520 
78.820 
507 . 305 


DESIGN  STATUS 
ART  COMPLETE 


04/93  08/94 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 
831.10  INDUSTRIAL  WASTWTR  COLL 

TOTAL 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

740.74  CHILD  DEVELOPMENT  CENTER 
371.12  MISSILE  ORDN  RANGE  FAC 


20.250  SF 
LS 


3.600 


1.620 

3.900 


NOTION 

Principal  Navy  RDT8E  cantar  for  air  warfara  and  mlaalla  waapons  aystaas. 
Maintains  tha  primary  in-houaa  raaaarch  and  davalopmant  capability  for 
aystans,  subsystams  and  tachnologlas  includad  but  not  llmltad  to  strlka 
alrcraft/waapons  systams  and  concapt  davalopmant;  air  launchad  waapons 
and  assoclatad  avionics  systams  Including  aircraft  guns  and  ammunition, 
guldad  and  unguldad  waapons.  aircraft  waapons  control  and  aircraft/ 
waapons  Intarfaca.  tactical  missllas;  subsystams  for  waapons  systams 
which  Includa  propulsion,  guidance  and  control,  warheads,  fuel  and 
launchers;  strike  warfare  countermeasures;  weather  modification;  and 
parachute  test  and  evaluation. 


OUTSTANDING  POLLUTION  AND  SAFETY  DEFICIENCIES:  _ 

PDLLUTION  ABATEMENT  O 

DCCUPATIDNAL  SAFETY  AND  HEALTH  (OSH):  O 


DD  FORM  1390 
10EC76 
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I  nmn*iT27T?^^iJ 


NAVV 


3.  INSTALLATION  AND  LOCATION/UIC :  N60042 


FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


4.  COMMAM3 


2.  DATE 


S.  AMEA  CONSTR. 
COST  MOEX 


NAVAL  AIR  FACILITY, 

EL  CENTRO,  CALIFORNIA 


6.  PERSONNEL 


COMMANOER  IN  CHIEF, 
PACIFIC  FLEET 


AS  OF 

1 

i 

ENLISTED 

CIVILIAN 

09/30/93 
END  FY 

36 

474 

81 

1999 

36 

474 

81 

OFFICei 

ENLISTED 

220 

391 

527 

1130 

7.  mVENTORY  DATA  (SOOO) 


(  62.542) 


a.  TOTAL  ACREAGE  (  i 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


41.030 

0 

3,000 

0 

6,670 

62.000 

112.700 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATEGORY 

COPE 

842 . 10 
831.15 


DESIGN  STATUS 

start 


POTABLE  WATER  DIST  SYS  UPG 
WSTWTR  TREATMNT  PLNT  UPGRO 
TOTAL 


1.500 

1.500 
3,000 


07/93  10/94 

07/93  10/94 


FUTURE  PRO 

A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96); 

NONE 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

724.11  BACHELOR  OFFICER  QUARTERS 


60,000  SF 


6.670 


10.  MI 


OR  FUNCTIONS: 

Maintain  and  oparata  facllltlaa  and  provlda  aarvlcaa  and  aatarlal  to 
support  oparatlona  of  aviation  activltloa  of  tha  Pacific  Flaat.  Divart 
flald  for  San  Olago  araa  Naval  Air  Stations.  Training  and  daploymant 
alta  for  flghtar,  attack,  oarly  warning  Navy  and  Marina  flaat  and  rassrva 
squadrons . 


-IP 


AFETY  DEFICIENCIE 


11.  OUTSTANDING  PO 

A:  POLLUTION  ABATEMENT 

B:  OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 


OD  FORM  1390 
1DEC76 


PAGE  NO. 
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2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N63042 

NAVAL  AIR  STATION, 

LEMOORE,  CALIFORNIA 


4.  COMMAND 

COMMANDER  IN  CHIEF, 
PACIFIC  FLEET 


E  AHEA  CONSm 
COST  MOEX 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/93 

b.  END  FY 
1999 


PERMANENT 


STUDENTS 


SUPPORTED 


CIVILIAN  OFFICER  BR.ISTEO  CIVILIAN  OFF 


1100 


7.  INVENTORY  DATA  ($0001 


(  39,173) 


5287 

10228 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


202,080 

2,610 

7,000 

O 

15.600 
51.470 
278 . 760 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM; 

CATSOORY 

COST 

DESION  STATUS 

COOE 

Moon 

STAirr  COMPLETE 

721.11 

BACHELOR  ENLISTEO  OTRS  MOD 

TOTAL 

LS 

7.000 

7,000 

04/93  08/94 

liUiiLULHiJISE 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 

NONE 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS; 

211.81  ENGINE  TEST  CELL 

724.11  BOO  MOON 

211.03  CORROSION  CONTROL  FAC 


7,065  SF 
LS 

11,150  SF 


8,000 

2.100 

5,500 


Maintain  and  oparata  facllltlaa  and  provlda  aarvlcaa  and  aatarlala  to 
aupport  oparatlons  of  aviation  actlvltlaa  of  tha  Pacific  Flaat.  As  part 
of  Baaa  Cloaura  93.  this  basa  will  ba  tha  honaport  for  all  Pacific  Float 
F-14  and  E-3v  squadrons;  In  addition  to  tha  F/A-18  squadrons  basod  thoir 
today. 

Float  Light  Aitack  (F/A-18)  Squadrons 
Roplacomant  Training  Squadron 


AFETY 


POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  ANO  HEALTH  (OSH): 


00  FORM  1M0 
10EC76 


PAGE  NO. 


FY  10s§_MiLITARY  CONSTRUCTION  PROJECT  DATA 


2.  Date 


3.  mstallatkm  and  location  /UIC;N63042 
NAVAL  AIR  station, 

AL IFORNI A 


i.  PROORAM  aEMENT 


4.  PROJECT  title 

BACHELOR  ENLISTED  QUARTERS 
MODERN IZAT ION _ 


a.  category  code 

T.  PROJECT  number 

721.11 

P-050 

t.  COST  ESTIMATEt 


BACHELOR  ENLISTED  QUARTERS  MODERNIZATION  .  . 
SUPPORTING  FACILITIES . 

utilities . 

SEISMIC  UPGRADE . 

DEMOLITION  . 

REMOVAL . 

subtotal  . 

contingency  (  B.CW) . 

total  contract  cost . 

supervision,  inspection  &  OVERHEAD  (  6. OX)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS 


COST 

(SOOO) 


(  1,260) 
(  1 , OOU  ) 

(  170  ) 

( _ 2AQ  ) 

6,290 

_ 32Q 

6,610 

_ 390 

7,000 

0) 


10.  DESCRIPTION  OP  PROPOSED  CONSTRUCTION 

QurtIrts  modRrnI ERt ion  of  262  modulRS  Including  inlRrlor  privRtR 
bRthrooms.  kltchonRltR  in  loungo  on  Roeh  floor,  rRconf Iguro  rooms,  romovo 
corrodRd  piping  Rnd  Rsbostos:  ropRir  hoRting,  vRntiiRting  Rnd  Rir 
conditioning  system. 


11.  REQUIREMENT;  AS  REQUIRED 
PROJECT: 

Modornizos  the  oxlstlng  berrecks.  (Current  mission.) 

RFQtilRFMFNT  ; 

Adequet#  housing  to  provide  s  quetity  living  environment  for  bschelor 
enlisted  personnel.  Existing  fecillties  require  upgroding  to  meet 
current  stenderds.  This  project  constructs  sdditlons  to  the  fecility  to 
provide  semi-privste  beihrooms  for  ell  rooms  loceted  within  the  Towers 
Bsrrscks  Complex  to  Improve  hsbitobility  end  to  meet  current  seismic 
sefety  stsndards. 

Existing  barracks  houses  enlisted  personnel  (E-2  through  E-6)  who  share 
one  common  bathroom  per  floor,  which  does  not  meet  current  requirements 
for  berthing  as  sot  forth  in  the  Quality  of  Life  Criteria.  There  are  no 
common  kitchenette  areas.  In  addition,  there  is  a  significant  deficiency 
in  the  existing  building's  seismic  load  carrying  capability. 


The  use  of  outdated  and  substandard  barracks  will  continue,  adversely 


13910 


PREVIOUS  EDITIONS  MAY  BE  USED  INTERNALLY 
UNTIL  exhausted 


(CONTINUED  ON 


PAGE  NO. 
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FV  1906  MILITARY  OONSTIIUeTION  PROJECT  DATA 

NAVY 

Z.  DATE 

S.  MSTALLATION  and  LOCATION 

:  NAVAL  AIR  STATION.  LEMOORE.  CALIFORNIA 

4.  PROJECT  TI1LE  .  - 

S.  PROJECT  NUMBER 

1  P-06 

J3 _ 

1.  REQUIREMENT;  (CONTINUED) 

■IMPACI  IF  MOT  PRQVinPD;  (CONTINUED) 

•  ffacllng  moral*  and  quality  of  Mfa. 


Economic  Allarnativas  Considarad; 

a.  Status  Quo:  Currant  living  conditions  ara  substandard. 

b.  Ranova t lon/Modarn I za t ion ;  This  is  tha  most  aconomical 
a  I tarnat iva. 

c.  Laasa;  Laasing  Is  not  a  viabla  altarnativa  bacause  tha  bachalor 
anilstad  quartars  axisi  on  basa  and  ara  worth  modarnizing.  Thara  are  no 
housing  facilities  within  a  46~mil*  araa  which  could  b*  loasad  to  satisfy 
the  raquiramant.  Travel  lima  would  bo  over  one  hour  with  no  public 

t ranspor ta I  ion  available  and  many  parsonnai  not  having  cars. 

d.  Now  Construction;  Now  construction  Is  lass  economical  than 
modern  I za  t Ion. 

a.  Analysis  Results:  Not  prasani  value  calculations  Indicate 
modern  I za I  ion  has  the  lowest  llfe-cycl*  cost  among  the  a  1 1 erne 1 1 vas . 


2.  SUPPLEMENTAL  DATA: 

A.  ESTIMATED  DESIGN  DATA:  (PRDJECT  DESIGN  CDNFDRMS  TD  PART  II  DF  MILITARY 
!  HANODDDK  110Q.  "FACILITY  PLANNING  AND  DESIGN  GUIDE.") 


STATUS: 

(A)  DATE  DESIGN  STARTED .  na-o-j 

(B)  PERCENT  COMPLETE  AS  OF  JANUMTYlOBd . 36. 

(C)  DATE  DESIGN  36X  COMPLETE .  no-or^ 

(0)  DATE  DESIGN  COMPLETE .  np-oa 


BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


YES _ N0JL_ 


TOTAL  COST  (C)  -  (A)  ♦  (B)  OR  <D)  ♦  (E) 


(tOOQ) 


PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . ( _ 380) 

ALL  OTHER  DESIGN  COSTS . (___25D) 

total .  B30 

CONTRACT . (___6fiQ) 

IN-HOUSE . (. _ ZD) 


(4)  CONSTRUCTION  START. 


.  .  .  *_lZzfl4. 
(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIAT IONS: 

NONE 


nrm 


1  DEC  70 
•m  oioaHr>ooi-»*io 


MEVIOUS  EOiriONS  MAV  M  VKD  INTERNALLV 
UNTIL  EXHAUSTED 


PAGE  NO. 


FY  1895  MILtTARY  CONSTRUCTION  PROGRAM 


2.  DATE 


NAVY 


3.  INSTALLATION  AND  LOCATION/UIC :  N00246 

NAVAL  AIR  STATION. 

NORTH  ISLAND,  CALIFORNIA 


COMMAND 

COMMANDER  IN  CHIEF. 
PACIFIC  FLEET 


S.  AREA  CONSTR. 
COST  MOEX 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
08/30/93 

b.  END  FY 
1999 


PERMANENT  STUDENTS 


CIVILIAN  OFFICet  B«.ISTB> 


844 

346 


7.  INVENTORY  DATA  l$000> 


a.  TOTAL  ACREAGE  (  46.573) 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUOED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .... 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


SUPPORTED 


OFFIcai 

ENLISTED 

128 

49 

792 

677 

390. 120 
2,535 
18.830 
48.080 
159.000 
39.080 
657.645 


8.  PROJECTS  REOUESTEO  IN  THIS  PROGRAM: 

CATEGORY 

CODE  FROJECT  TITLE 

SCOPE 

Sam 

DESIGN  STATUS 
START  COMPLETE 

165. 10 

DREDGING 

LS 

18.830 

07/93 

10/94 

TOTAL 

18,830 

■  m  iiiiii  1  ■  1 1  III  1  h 

A.  INCLUOEO  IN  FOLLOWING  PROGRAM  (FY  96): 

181.20 

NUCLEAR  CARRIER  PIER 

LS  _ 

48.080 

01/94 

10/95 

TOTAL 

48.080 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

151.20 

NUCLEAR  CARRIER  PIER-PH  II 

166.000  SF 

48.000 

213. 10 

NUCLEAR  MNT  FAC  -  PH  11 

LS 

24.800 

721.11 

BACH  ENL  OTRS  MODERN 

LS 

10.700 

165. 10 

DREDGING  (PH  I) 

LS 

30.000 

Maintain  and  oparata  facllltlaa  and  provida  aarvicas  and  matarlal  to 
aupport  oparatlona  of  aviation  actlvltlaa  and  units  of  tha  Pacific  Flaat. 


Hallcoptar  Airlift  Squadrons 
ASW  Hallcoptar  Squadrons  (SH-2.SH-60) 
Carrlar-Basad  ASW  Squadrons  (S-3) 
Carrlar-Basad  ASW  Hallcoptar  Squadrons 
(SH-3) 

Naval  Aviation  Dapot 
Hallcoptar  Training  Squadrons 
Carr 1 or  On-Board  Dal  Ivory  Squadron 


11.  OUTSTANDING  POLLUTION  AND  SAFETY  DEFICIENCIE 
POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH); 


Rosarva  Squadrons 
Subaarlno  Davolopmont  Group 
Doop  Submarganca  Vohiclos 
Conmandar,  Naval  Air  Forcas. 
Pacific 

Marino  Barracks 

S-O  ASW  Training  Squadron 


PAGE  NO 


FY  189S  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC ;  N00246 


4.  PROJECT  TITLE 


NAVAL  AIR  STATION. 

NORTH  ISLAND.  CALIFORNIA 


B.  PROGRAM  ELEMENT 


DREDGING 


0204686N 


6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

165.10 

P-548 

8.  PROJECT  COST  ($000 
18.830 


ft  COST  ESTIMATES 


U/M  QUANTITY  UNIT  COST  COST  ($000) 


OREOGING  . 

MOBILIZATION/DEMOBILIZATION . 

OREOGING  WITH  DISPOSAL  OFFSHORE . 

OREOGING  WITH  DISPOSAL  •  AUTHORIZED  LANDFILL 

SUPPORTING  FACILITIES . 

UTILITIES  AND  SITE  IMPROVEMENT  . 

SUBTOTAL  . 

CONTINGENCY  (  S.OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  8  OVERHEAD  (  6. OX)  .  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS  . 


LS  - 

LS  - 

CY  1.163.000  S.OO 
CY  87.950  100.00 


(NON- ADO N( 


15.710 
(  1.090) 

(  5.820) 

(  8.800) 
1.210 
(  1.210) 
16.920 
850 
17.770 
1-060 
18.830 
O) 


10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Oradgp  turning  basin  to  MlnlMuM  dopth  of  -49  foot  naan  loaor  low  watar 
(MLLW)  plus  2  fast  ovordpadgo;  Install  4160  volt  transforaar  with 
switching  capability. 


1.  REQUIREMENT: 

PHOOECT: 

Provides  adaquato  dopth  for  tho  nuclaar-poworod  aircraft  carriers  (CVNs) 
to  bo  howaportad  at  North  Island  and  scheduled  to  roplaca  the  two 
conventional -power  carriers  (CVs)  currently  assigned.  (New  olsslon.) 


Adequate  dredging  to  accoooodate  CVNs  and  other  large  ahips.  North 
Island  Is  the  hooaport  for  two  aircraft  carriers  (CV)  and  the  Third  Fleet 
Flag  Ship,  the  Coronado.  As  the  Navy  evolves  to  a  predominantly  nuclear 
carrier  fleet,  additional  nuclear  capable  carrier  berths  will  be 
required  on  the  west  coast.  North  Island  has  been  designated  as  the 
future  homeport  of  two  nuclear  carriers  starting  In  FY  1898.  Nuclear 
carriers  require  deeper  water  depth  to  operate.  North  Island  is  not 
equipped  to  homeport  the  newer,  deep-draft  Nimitz  Class  aircraft 
carriers.  The  turning  basin  and  the  berthing  area  must  be  dampened 
to  -49  feet  MLLW  plus  2  feet  overdredge  from  the  current  -42  feet  MLLW. 


Nuclear  carriers  visiting  NAS  North  Island  have  steadily  Increased 
over  the  years  as  a  result  of  the  training  ranges  In  the  area.  Visiting 
nuclear  carriers  entering  and  leaving  the  berthing  area  are  constantly 
plagued  by  heavy  sea-chest  fouling  due  to  the  Ingestion  of  bottom 
sediment  and  marina  organisms  Into  their  cooling  systems  (the  Intakes  are 
located  on  the  bottom  of  the  hull).  This  fouling  problem  affects  the 
operational  readiness  of  these  ships  because  filter  screens,  cooling 
pipes,  and  pumps  must  be  cleared  to  ensure  full  reactor  cooling 
capabll ity. 


(CONTINUED  ON  00  1391C) 


00  FORM  1391 
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FY  1885  MH-ITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  N00246 


NAVAL  AIR  STATION.  NORTH  ISLAND.  CALIFORNIA 


4.  PROJECT  TITLE 


«.  PROJECT  I 


OREOOINQ 


P-548 


1.  REQUIREMENT: 


(CONTINUED) 


This  activity  will  not  ba  abla  to  aupport  tha  nuclaar  carriar  hoaoportlng 
plan,  which  calls  for  two  CVN  bartha. 


2.  SUPPLEMENTAL  DATA: 


A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1180.  "FACILITY  PLANNING  AND  DESIGN  GUIDE.") 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED .  07-83 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1884 .  gQ 

(C)  DATE  DESIGN  35%  COMPLETE .  08-83 

(D)  DATE  DESIGN  COMPLETE .  10-84 


(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


YES  NO  X 


(3)  TOTAL  COST  (C)  -  (A)  *  (B)  OR  (D)  *  (E):  (5000) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  788) 

(B)  ALL  OTHER  DESIGN  COSTS  .  (  1.182) 

(C)  TOTAL .  1.870 

(0)  CONTRACT . (  1.576) 

(E)  IN-HOUSE . (  384) 


(4)  CONSTRUCTION  START .  12-84 

(MONTH  AND  YEAR) 

B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 
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FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N62583 

4.  COMMAND 

S  AREA  COttSTR. 
COST  MOEX 

NAVAL  CONSTRUCTION  BATTALION  CENTER. 

NAVAL  FACILITIES 

PORT  HUENEME.  CALIFORNIA 

ENGINEERING  COMMAND 

1 .  18 

5.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/93 

b.  END  FY 
1999 


394 

394 


7.  INVENTORY  DATA  ($0001 


(  1.637) 


OFFICBI 

ENLISTED 

39 

5 

926 

305 

a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUOED  IN  FOLLOWING  PROGRAM 
f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

0.  REMAINING  OEFICIENCY . 

h.  GRAND  TOTAL . 


192.560 
31,500 
9.650 
13,180 
8,600 
40,057 
295 . 547 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATEGORY 

COCE  PROJECT  TITLE _ 

213.59  ABRASIVE  BLST/PNT  SPRY  FAC 

841.10  WATER  PROCESSING  SYS  UPGRO 

TOTAL 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 
721.11  BACHELOR  ENLISTED  QUARTERS 

TOTAL 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

214.20  VEHICLE  MAINT  FAC 


26.000  SF 
LS 


65.000  SF 


43.421  SF 


4.850 

jL£SS 

9.650 


13.180 

8.600 


DESIGN  STATUS 
start 

04/93  08/94 
06/93  08/94 


Support  the  Naval  Construction  Forca.  float  units  and  assignod 
organizational  units  daployad  from,  or  homaportad  at  tha  cantor; 
support  mobilization  raquiromonts  of  tha  Naval  Construction  Forca: 
stora.  prosorva.  and  ship  advsncad  bass  and  mobilization  stocks. 

Naval  Construction  Roglmsnt  Naval  Construction  Training  Cantor 

Four  Naval  Moblla  Construction  Naval  Civil  Enginsoring  Laboratory 
Battal Ions 

Naval  Ship  Weapon  Systoms  Enginooring  Station 
Navy  Civil  Enginaars  Officers  School 


OUTSTANDING  POLLUTION  AND  SAFETY  D 
A:  POLLUTION  ABATEMENT 

B:  OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 
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1.  COMPONBUT 


FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC ;  N62S83 

NAVAL  CDNSTRUCTION  BATTALION  CENTER. 
PORT  HUENEME,  CALIFORNIA 


4.  PROJECT  TITLE 

WATER  PROCESSING  SYSTEM 
UPGRADE 


5.  PROGRAM  ELEMENT 

6.  CATEGORY  CODE 

7.  PROJECT  NUtBER 

8.  PROJECT  COST  (8000) 

07028a6N 

841 . 10 

P-490 

1 

4,800 

9.  COST  ESTIMATES 


WATER  PROCESSING  SYSTEM  UPGRADE . 

DEEP  WELL . 

FORCE  MAINS . 

SOFTENING  SYSTEM/TECHNICAL  OPERATING  MANUALS 

PRESSURE/STORAQE/CHLORINATION . 

WELL  RENOVATION . 

SUPPORTING  FACILITIES . 

UTILITIES . 

PAVING  AND  SITE  IMPROVEMENT . 

DEMOLITION  . 

SUBTOTAL  . 

CONTINGENCY  (  5. OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  &  OVERHEAD  (  6. OX)  .  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS  . 


UNIT  COST 

COST  (8000) 

3.650 

- 

(  430) 

- 

(  490) 

(  1.000) 

- 

(  1.610) 

- 

(  120) 

- 

660 

- 

(  210) 

(  310) 

- 

(  140) 

- 

4.310 

- 

220 

- 

4.530 

- 

270 

- 

4.800 

(NON- ADD) 

(  0) 

10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Drill  ntm  1200  foot  doop  woll,  ••olod  through  Intomodlat*  aqulfors; 
plpds,  valvos.  punps.  and  controls;  additional  watar  atoraga  capacity  and 
naw  praaaurizatlon  ayatam;  aanbrana  aoftaning  syatan  with  autoaatad 
blanding:  fira  protaction  booatar  pumps  with  controls  and  amargancy 
powar;  and  damol Itlon. 


11.  REQUIREMENT: 

PROJECT ! 

Providas  for  a  naw  wall  and  upgradas  to  tha  watar  procassing  systam. 
(Currant  mission.) 


Adaquata  watar  procassing  systam  and  sufficlant  supply  to  support  all 
bass  functions  with  adaquata  quality  and  quantity  of  watar  to  fulfill 
oparatlonal  naads  and  to  comply  with  haalth  and  safety  codas. 

CURRENT  SITUATION: 

Bacausa  this  center's  watar  production  facilities  ware  mostly  constructed 
In  tha  1B40's.  parts  are  no  longer  obtainable  for  many  itams.  and 
corrosion  Is  becoming  savare.  Water  storage  capacity  Is  virtually 
non-axistant  bacausa  of  deterioration  of  tanks  which  do  not  meat  currant 
seismic  raquiramants.  Tha  current  chlorination  systam  Is  marginal  and 
should  bo  reconfigured  to  ensure  proper  chlorine  residual  in  all  corners 
of  tha  base.  Systam  Qressura  cannot  ba  maintained  to  firs  protection 
standards.  Lack  of  automated  or  working  ramota  controls  leads  to 
shortages  or  waste.  Lack  of  adaquata  provision  for  amargancy  powar  means 
that  tha  systam.  Including  fire  protection  booster  punps.  Is  inoperable 
during  times  of  powar  outages.  Inappropriate  softening  process  causes  a 
health  hazard  from  undesirably  high  sodium  levels  In  tha  bass's  water 
supply. 

IMPACT  IF  NOT  PROVIDED: 

Health  and  safety  hazards  to  this  activity's  personnel  and  facilities 
will  continue. 


(CONTIFAJEO  ON  00  1391C) 
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FY  1985  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3. 

INSTALLATION  AND  LOCATION/UIC :  N62883 

NAVAL  CONSTRUCTION  BATTALION  CENTER.  PORT  HUENEME.  CALIFORNIA 

4. 

PROJECT  TITLE 

B.  PROJECT  MIMBIR 

WATER  PROCESSING  SYSTEM  UPGRADE 

P-490 

2.  SUPPLEMENTAL  DATA: 


A.  ESTIMATED  DESIGN  DATA:  (PRDUECT  DESIGN  CDNFDRMS  TD  PART  II  DF  MILITARY 
HANOBDDK  1190.  'FACILITY  PLANNING  AND  DESIGN  GUIDE.*) 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED . 

(B)  PERCENT  CDMPLETE  AS  OF  JANUARY  1984 . 

(C)  DATE  DESIGN  3SX  CDMPLETE  . 

(D)  DATE  DESIGN  CDMPLETE  . 


06-93 

_ 45 

10-93 

08-94 


(2)  BASIS: 

(A)  STANDARD  DR  DEFINITIVE  DESIGN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


YES _ ^NO  X 


(3)  TOTAL  COST  (C)  -  (A)  *  (B)  OR  (0)  (E):  (SOOO) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  280) 

(B)  ALL  OTHER  DESIGN  COSTS . (  280) 

(C)  TOTAL .  860 

(0)  CONTRACT . (  828) 

(E)  IN-HOUSE . ( _ 38) 


(4)  CONSTRUCTION  START. 


.  .  .  10-94 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 
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FY  1895  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  M00243 

MARINE  CORPS  RECRUIT  DEPOT. 

SAN  01 EGO.  CALIFORNIA 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/83 

b.  END  FY 
1999 


PERMANENT 


STUDENTS 


4.  COMMAND 

COMMANDANT  OF  THE 
MARINE  CORPS 


SUPPORTED 


2.  DATE 


S.  AREA  CONSTR. 
COST  NDEX 


7.  INVENTORY  DATA  ($000) 


(  432) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLDWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATEGORY 

COPE  RROJECT  Tl 


730.75  PERSONAL  HYGIENE  FACS 
TOTAL 


6.280  SF 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 
NONE 


179 

62 

270 

45 

1.090 

1.090 


100.920 
1 .  130 
1.090 
O 

19.900 
110 
123. 150 


DESIGN  STATUS 
ART 


02/93 


06/94 


B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 


178.55 

COMBAT  TRAINING  TANK 

47.000 

SF 

7,500 

441.11 

RECRUIT  ISSUE  SVC  CENTER 

124,000 

SF 

4.300 

441.11 

RECRUIT  SUPPLY  FACILITY 

78.000 

SF 

8,100 

Racaptlon  and  racrult  training  of  anilstod  poraonnal  upon  thair  antry 
Into  tha  Marina  Corps.  Conduct  schools  to  train  anllatad  nan  for  duty 
with  ship  dstachnants.  as  drill  instructors,  fisid  Musicians,  and  othar 
schools  as  diractad. 


11.  OUT 


AFETY  DEFICIENCIE 


AND 

POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 


DO  FORM  1390 
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FY  1895  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  M00243 

4.  PROJECT  TITLE 

MARINE  CORPS  RECRUIT  DEPOT. 

SAN  DIEGO.  CALIFORNIA 

PERSONAL  HYGIENE  FACILITIES 

5.  PROGRAM  ELEMENT 

6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

8.  PROJECT  COST  ($000) 

0e05796M 

730.75 

p-2Ba 

1 .090 

t.  COST  ESTIMATES 


U/M  QUANTITY  UNIT  COST  COST  ($000) 


PERSONAL  HYGIENE  FACILITIES . 

SUPPORTING  FACILITIES . 

UTILITIES.  PAVING.  AND  SITE  IMPROVEMENT.  . 

SUBTOTAL  . 

CONTINGENCY  (  S.OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  A  OVERHEAD  (  6. OX)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS 


10.  DESCRIPTION  OP  PROPOSED  CONSTRUCTION 

Two  coneroto  maonry  latrirws.  eoncroto  slab  on  grado.  alopad  natal  roof, 
tollats.  urinals,  sinks,  showors.  and  utllltlas. 


ADEQUATE : 


SUBSTANDARD ; 


1.  REQUIREMENT: 

PROJECT! 

Constructs  two  personal  hyglono  faellltlas  in  tha  Edson  Range  training 
area  capable  of  supporting  600  recruits  par  site.  (Currant  alsslon.) 
REQUIREMENT: 

Adequate  basic  hyglana  faellltlas  for  the  troops  training  at  Edaon  Range. 
Recruits  fron  San  Diego  racalva  two  weeks  of  Basic  Warrior  Training  at 
Edson  Range.  During  this  two-week  period,  recruits  spend  ten  continuous 
days  In  the  field  training  and  bivouacking  at  night  at  two  saparate 
sites. 


The  two  bivouac  sites  support  600  troops  each.  Neither  site  has  running 
water  nor  tha  basic  facilities  required  for  personal  hygiene.  While 
leased  portable  chamlcal  toilets  provide  restroon  facilities,  maintaining 
sanitation  standards  Is  a  constant  problem.  Those  portable  toilets 
require  constant  surveillance  to  prevent  an  accumulation  of  fecal  matter 
that  emits  a  foul  odor  and  attracts  files  that  transport  pathogenic 
microorganisms.  Two  400-gallon  gravity  fed  water  trailers  are  tha  sole 
source  of  potable  water  at  each  site.  Currently,  the  only  means  for 
recruits  to  bathe  Is  by  using  washcloths  and  water  drawn  fron  the 
trailers.  The  installation  of  permanent  plumbing  fixtures  and  shower 
facilities  will  provide  proper  personal  hygiene  and  past  control 
nanagamont. 

IMPACT  IF  NOT  PROVIDED: 

Constructing  basic  adequate  facilities  will  aid  in  the  prevention  of  tha 
transmission  of  diseases  and  other  medical  ailments  that  can  adversely 
affect  troop  morale  and  the  success  of  the  recruit  training  mission. 
Without  this  project,  tha  good  health  and  welfare  of  the  recruits 
training  at  Edson  Range  will  continue  to  be  compromised. 


(CONTINUED  ON  DO  1391C) 
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PY  1805  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC:  M00243 


MARINE  CORPS  RECRUIT  OEPOT,  SAN  OIEQO,  CALIFORNIA 


4.  PROUECT  TITLE 


S.  PROJECT 


PERSONAL  HYGIENE  FACILITIES 


2.  SUPPLEMENTAL  DATA: 


P-288 


A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFDRMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1180.  "FACILITY  PLANNING  AND  DESIGN  GUIDE.*) 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED .  02-83 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1884 .  . 

(C)  OATE  DESIGN  38X  COMPLETE .  07-83 

(D)  DATE  DESIGN  COMPLETE .  06-84 


(2)  BASIS: 

(A)  STANOARO  OR  OEFINITIVE  OESIGN: 

(B)  WHERE  OESIGN  WAS  MOST  RECENTLY  USED: 


YES  NO  X 


(3)  TOTAL  COST  (C)  -  (A)  *  (B)  OR  (0)  *  (E):  (8000) 

(A)  PRODUCTION  CF  PLANS  AND  SPECIFICATIONS . (  56) 

(B)  ALL  OTHER  DESIGN  COSTS . ( _ 71) 

(C)  TOTAL .  127 

(D)  CONTRACT . (  112) 

(E)  IN-HOUSE . ( _ 1£) 

(4)  CONSTRUCTION  START .  10-84 

(MONTH  AND  YEAR) 

B.  EQUIPMENT  ASSOCIATEO  WITH  THIS  PROJECT  WHI(»1  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 


00  FOMN  1S91C 
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NAVY 


3.  INSTALLATION  AND  LOCATION/UIC :  N0024S 

NAVAL  STATION. 

SAN  DIEGO,  CALIFORNIA 


FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


4.  COMMAND 

COMMANDER  IN  CHIEF. 
PACIFIC  FLEET 


2.  DATE 


S  «MEA  CONSTR 
COST  MOex 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/93 

b.  END  FY 
1999 


PERMANENT 


STUDENTS 


23791 

16720 


CIVILIAN  OFFICai 


1429 

1692 


7.  INVENTORY  DATA  ($000) 


a.  TOTAL  ACREAGE  (  1.516) 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .... 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


SUPPORTED 


Ba.lSTED  CIVILIAN 


37 

753 

153 

1228 

29695 

22705 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATtOORV 

C006 


730.83  CHAPEL/RELIGIOUS  EO  FAC 
TOTAL 


15.800  SF 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96); 

831.15  OILY  WST  COLL  8  SEP  FACZ 

TOTAL 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

831.16  OILY  WASTE  COLL  SYS  PHII 


*.100 

4, 100 


30.900 
25. 130 


282 . 440 
80.068 
4,100 
30.900 
25.130 
135.330 
557.968 


DESIGN  STATUS 
STAWT 

03/93  01/94 


10.  MI 


11.  OUT 


OR  FUNCTIONS: 

Provida  homaport  facllltlaa  for  approxlaataly  85  warahlpa.  a«phlblous 
ships,  and  auxlllarlaa  of  tha  Pacific  Flaat.  Provida  harbor  and 
watarfront  facllltlaa.  sxchangs.  paraonnsi  support,  athlotic. 
racraatlonal .  barthlng,  nossing.  norala.  and  othar  logistics  facllltlas. 


POLLUTION  ABATEMENT 
OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH); 


DO  FORM  1380 
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FY  1895  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  N00245 

NAVAL  STATION, 

SAN  OIEGO,  CALIFORNIA 

4.  PROJECT  TITLE 

CHAPEL  AND  RELIGIOUS 

EDUCATICM  FACILITY 

5.  PROGRAM  ELEMENT 

0204796N 

6.  CATEGORY  CODE 

730.83 

7.  PROJECT  NUMBER 

P-11 1 

8.  PROJECT  COST  ($000) 

4.100 

9.  COST  ESTIMATES 

U/M  QUANTITY  UNIT  COST  COST  ($000) 


CHAPEL  AND  RELIGIOUS  EDUCATION  FACILITY.  .  . 

SUPPORTING  FACILITIES . 

SPECIAL  CONSTRUCTION  FEATURES . 

UTILITIES . 

PAVING  AND  SITE  IMPROVEMENT . 

SUBTOTAL  . 

CONTINGENCY  (  5. OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  &  OVERHEAD  (  6. OK)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS 


15.800  150.00 


(NON- ADO M( 


2.370 
1.320 
(  300) 

(  330) 

(  690) 

3.690 

_ m 

3.880 

_ 

4.  100 
0) 


10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

On*-«tory  Mspnry  building.  eonerPtP  pile  foundations,  eoncrata  slab  on 
grads,  eoncrata  footings,  staal  fraaa  baaring  walls,  natal  joists,  natal 
dacKIng.  Insulation,  ralsod  saan  natal  roofing;  utllltiss,  air 
conditioning,  fira  protaction  systan,  and  parking. 


ADEQUATE: 


SUBSTANDARD: 


1 .  REQUIREMENT :  _ 1 

PgfiilfSI: 

Constructs  a  chapel  and  rallglous  education  facility.  (Currant  nisslon. ) 
REQUIREMENT; 

Adaquata  and  properly-configured  facilities  for  worship,  pastoral  care 
and  counsel Ing,  and  persona 1/faa11y  anriehnant  prograns  for  nllltary 
personnel  and  their  dapandents  In  the  Isolated  Murphy  Canyon  housing 

area. 


Thera  are  no  chapel  and  religious  education  facilities  in  the  Murphy 
Canyon  housing  area.  Currently,  facilities  being  used  for  this  type  of 
activity  consist  of  a  snail  recreation  facility  for  group  religious 
prograns,  when  it  is  available,  and  a  trailer  which  Is  used  for  tsnporary 
office  space  for  chaplains  and  staff.  Worship  attendance  is  United  by 
the  physical  size  of  tha  facility.  Duo  to  conflicts  with  recreation 
activities,  sons  religious  prograns  are  forced  to  neet  In  private  hones. 
Religious  prograns  are  conducted  throughout  the  week,  nany  at  night. 
Conduct  of  these  prograns  off-base  Is  neither  safe  nor  convenient  to  the 
resident  fanlllos. 


This  nuch  needed  facility  will  not  be  available  to  neet  the  religious 
needs  of  tha  nore  than  12,000  nllltary  personnel  and  dependant  residents 
of  this  Isolated  housing  conplex. 


(CONTINUED  ON  DO  1391C) 
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FY  i»»s  MIUTARY 


3.  INSTALLATION  AND  LOCATION/UIC:  N00245 


2.  DATE 


NAVAL  STATION.  SAN  OIEOO.  CALIFORNIA 


4.  PROJECT  TITLE 


B.  niOJCCT  I 


CHAPEL  AND  RELIGIOUS  EDUCATION  FACILITY 


2.  SUPPLEMENTAL  DATA: 


A.  ESTIMATED  OESION  DATA:  (PROJECT  OESIQN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1180.  'FACILITY  PLANNING  AND  OESION  GUIDE.') 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED .  03-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994 .  4^ 

(C)  DATE  DESIGN  38X  COMPLETE .  05-93 

(0)  DATE  DESIGN  COMPLETE .  01-94 


(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  WHERE  OESION  WAS  MOST  RECENTLY  USED: 


YES  NO  X 


(3)  TOTAL  COST  (C)  -  (A)  *  (B)  OR  (0)  *  (E):  (9000) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  240) 

(B)  ALL  OTHER  OESION  COSTS . (  200) 

(C)  TOTAL .  440 

(D)  CONTRACT . ( _ Tg) 

(E)  IN-HOUSE . (  370) 

(4)  CONSTRUCTION  START .  10-94 


.  .  .  19-F4 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 


DO  FORM  ItSIC 
10BC76 


PAGE  NO. 
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2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  M67399 

MARINE  CORPS  AIR-GROUND  COMBAT  CENTER. 
TWENTYNINE  PALMS.  CALIFORNIA 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/93 

b.  END  FY 
1999 


PERMANENT 


STUDENTS 


4.  COMMAND 

COMMANDANT  OF  THE 
MARINE  CORPS 


SUPPORTED 


S.  AKEA  -CONSnt 
COST  MDEX 


OFFICa 

BAISTED 

536 

488 

7389 

6422 

7.  INVENTORY  DATA  ($000) 


(  603,617) 


a.  TOTAL  ACREAGE  (  6l 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUOED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  OEFICIENCY . 

h.  GRAND  TOTAL . 


355 . 460 
19.500 
2.900 
O 

22,470 
251 ,640 
651.990 


8.  PROJECTS  REOUESTEO  IN  THIS  PROGRAM: 


CATSOOflV 


179.40 


SMALL  ARMS  RANGE  MOON 
TOTAL 


2.900 


OBSION  STATUS 
STAMT 

03/93  09/94 


liijiiuajiL.jnm 


A.  INCLUOED  IN  FOLLOWING  PROGRAM  (FY  96): 

NONE 

B.  MAJOR  PLANNEO  NEXT  THREE  YEARS: 

217.10  COMM/ELEC  MAINT  FAC 
740.74  CHILD  DEVELOPMENT  CENTER 

171.10  NCO  ACAOEMY 

841.20  WATER  SUPPLY  IMPROVEMENTS 


40.000  SF 
25.550  SF 
LS 

14.367  LF 


5.000 

3.850 

12,120 

1.500 


Provlda  houaing.  training  facllltlaa,  logistical,  and  administrative 
support  for  Float  Marino  For^  units  and  other  units  assigned.  Operate 
the  Communication-Electronics  School,  and  administer  and  conduct  the 
air-ground  training  program  for  combined  training  of  Float  Marino  Force 
units,  both  active  and  reserve. 


mnoESisii: 


11.  OUTSTANDING  POLLUTION  AND 


POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH); 


DO  FORM  1390 
10EC7e 
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FY  1885  MIUTARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  H67388 

MARINE  CORPS  AIR-OROUND  COMBAT  CENTER. 
TWENTVNINE  PALMS.  CALIFORNIA 


A.  PROJECT  TITLE 

SMALL  ARMS  RANGE 
MODERNIZATION 


6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

178.40 

P-507 

8.  PROJECT  COST  ($000 


9.  COST  ESTWAATCS 


SMALL  ARMS  RANGE  MODERNIZATION  . 

SUPPORTING  FACILITIES . 

ELECTRICAL  UTILITIES  . 

MECHANICAL  UTILITIES  . 

PAVING  AND  SITE  IMPROVEMENT . 

SUBTOTAL  . 

CONTINGENCY  (  5. OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  8  OVERHEAD  (  6. OX)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS 


U/M  QUANTITY  UNIT  COST  COST  ($000) 


530 

2.080 

880) 

720) 

_ ififi) 

2.610 

130 

2.740 

_ !S2 

2.800 
1 .050) 


(NON- ADD  M( 


10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Tan  flplno  lanas.  novlng  targat  track,  fixad  targat  aaplaeaaanta.  control 
towar,  covaraci  aaaa,  aaaunttlon  braakdown  building,  fiald  aarvica  haada. 
two-aan  foxhola  firing  poaltlona;  iNwthar  ahaltar,  aawunitlon  handling 
pad,  protactiva  baraa,  and  utllltlaa. 


REQUIREMENT: 

PRgjlEST: 

Modarnizas  an  autoaatad  aaall  ama  range  for  faall larizatlon  and 
proflclancy  training  with  tha  M-80,  50  callbar,  and  40MM  aachina  guna, 
and  to  accowwodata  procuranant  of  a  Raaota  Elactronic  Targat  Syataa 
(RETS).  (Currant  alsalon.) 

REQUIREMENT: 

Adaquata  facllltlaa  to  provlda  atata-of-tha-art  rangaa  and  targeting 
ayataaa  In  aupport  of  training  objactlvaa  for  tha  Flaat  Marina  Force 
(FMF)  unite  aaaignad  to  thia  canter  and  to  units  participating  In 
coablnad  area  axarclaaa. 


Thera  la  no  firing  range  on  tha  coabat  canter  that  can  aupport  tha  new 
lavala  of  training.  Tha  axlatlng  range  la  old  and  datarloratad  and 
cannot  accowwodata  tha  RETS  hardware.  Marinaa  receive  claaaroow  training 
and  apaclallzad  Inatructlona  on  now  waapona  and  training  tochnlquaa. 
However,  the  practical  application  training  that  la  conducted  on  tha 
axlatlng  rangaa  cannot  aupport  all  of  tha  firing  tochnlquaa  taught  In  tha 
claaaroow.  Tha  RETS  hardware  providaa  woving  targeta  and  Inatantanooua 
feedback  to  the  ahootera,  unlike  the  ox1ati.'«g  ayatawa,  which  provide 
neither.  Tha  feedback  capability  of  RETS  im'oma  tha  ahootar  of  whara 
tha  rounda  are  lapactlng  which  reducea  tha  expenditure  of  awwunltlon  and 
allowa  for  datallad  crltlquaa  at  tha  conclualon  of  training. 


Thia  activity  will  not  ba  able  to  provide  thia  type  of  training. 
Continued  uaa  of  the  axlatlng  facility  could  advaraely  affect  cowbat  and 
live  fira  proflclancy,  quality  of  warkamanahip,  training,  and  cowbat 


(CONTINUED  DN  DO  1381C) 
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1.  COMPOW 

HNT 

NAVY 

FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATimi/UIC :  M67399 

MARINE  CORPS  AIR-OROUNO  COMBAT  CENTER.  TWENTYNINE  PALMS.  CALIFORNIA 


4.  PROJECT  TITLE 

SMALL  ARMS  RANGE  MODERNIZATION 


11.  REQUIREMENT:  (CONTINUED) 

IMPACT  IF  NOT  PROVIDED:  (CONTINUED) 
PMdinaas. 


12.  SUPPLEMENTAL  DATA: 


2.  DATE 


S.  MOJECT 
P-S07 


A.  ESTIMATED  OESIQN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1190.  ‘FACILITY  PLANNING  AND  DESIGN  GUIDE.") 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED .  03-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994 .  42 

(C)  DATE  DESIGN  39X  COMPLETE .  05-93 

(0)  DATE  OESIQN  COMPLETE .  09-94 

(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN:  YES _ NO  X 

(B)  WHERE  OESIQN  WAS  MOST  RECENTLY  USED:  _ 


(3)  TOTAL  COST  (C)  -  (A)  4-  (B)  OR  (0)  *  (E): 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS 

(B)  ALL  OTHER  OESIQN  COSTS  . 

(C)  TOTAL . 

(0)  CONTRACT  . 

(E)  IN-HOUSE  . 


($000) 

(  130) 

(  300) 

430 

(  *00) 

( _ 2fi) 


(4)  CONSTRUCTION  START .  12-94 

(MONTH  AND  YEAR) 

B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

FISCAL  YEAR 

EQUIPMENT  PROCURING  APPROPRIATED  COST 

_ MBBBIgL^TVRe  APPROPRIATION  OR  REQUESTED  ($000) 

REMOTE  ELECTRONIC  TARGET  PMC  1995  1.050 

SYSTEM 


TOTAL 


1.050 


DO  FORM  1S91C 
1DEC78 
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FY  1995  MiLrnUtY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  N68836 

FLEET  AND  INDUSTRIAL  SUPPLY  CENTER. 
JACKSONVILLE.  FLORIDA 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/93 

b.  END  FY 
1999 


PERMANENT 


STUDENTS 


4.  COMMAND 

NAVAL  SUPPLY  SYSTEMS 
COMMAND 


SUPPORTED 


6.  M£A  COMSTR. 
COST  INDEX 


7.  INVENTORY  OATA  ($000) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .... 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATEGORY 

CODE  - 


441.72  HAZ/FLAM  SERVMART  AOON 
TOTAL 


9.  FUTURE  PRO 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96) 

NONE 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

NONE 


18.900  SF 


2.200 

2.200 


16.120 

3.300 

2.200 

O 

O 

O 

21.620 


DESIGN  STATUS 
ART  CO 


04/93  07/94 


Provldaa  larga-acala  Mtarlal  atoraga  and  laaua  aarvlcaa  for  float  units 
and  shoro  stations  In  tha  Jacksonvlllo  aroa. 


11.  OUTSTANDING  POL 

POLLUTION  ABATEMENT 
OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH) 


ENCIE 


1.000 


DD  FORM  1380 
1DEC76 


PA(3E  NO. 


NAVY 

FY  1995  MILtTARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  N00204 


NAVAL  AIR  STATION. 
PENSACOLA.  FLORIOA 


COMMANO 

CHIEF  OF  NAVAL 
EOUCATION  ANO  TRAINING 


2.  OATE 


5.  AREA  CONSTR 
COST  MOEX 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/93 

b.  ENO  FY 
1999 


PERMANENT 


STUOENTS 


SUPPORTED 


CIVILIAN 


1422 

1728 


CIVILIAN  OFFICER 


912 

5465 


7.  INVENTORY  DATA  ($000) 


(  7.552) 


8162 

15840 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


253.750 
10.420 
2.  100 
O 
O 

88.320 
354 . 590 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATCOORY 


DESIGN  STATUS 
ART 


141.70 


AIR  TRAFFIC  CONTROL  TOWER 
TOTAL 


3.180  SF 


2.100 

2.100 


07/93 


10/94 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96) 

NONE 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

NONE 


Maintain  and  oparata  facllltlaa  and  provida  aarvlcaa  and  matarlals  to 
support  oparatlons  of  aviation  activltlas  and  units  of  tha  Naval  Air 
Training  Coamand.  Undar  Basa  Cloaura  93.  all  air  tachnlcal  training 
functions  will  nova  from  NAS  Mawphls  to  Pansacola. 


Naval  Aviation  Oapot 

Thras  Training  Squadrons 

Chlof  of  Naval  Education  and  Training 

Madical  Instltuta  Training  Wing  Six 


Naval  Aviation  School 
Hall copter  Support  Squadron 
Navy  Aarospacs 


S 

TANDING  POLLUTION  AND 

S 

AFETY  DEFICIENCIE 

POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 


FY  t«8S  MHLITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N00204 


4.  PROJECT  TITLE 


NAVAL  AIR  STATION, 
PENSACOLA.  FLORIDA 


S.  PROQRAM  ELENENT 
0805796N 


6.  CATEGORY  C(»E 

7.  PROJECT  NUMBER 

141 .70 

P-620 

AIR  TRAFFIC  CONTROL  TOWER 


8.  PROJECT  COST  ($000 


2.  100 


a  COST  ESTIMATES 


ITEM 

U/M 

QUANTITY 

UNIT  COST 

COST 

($000) 

AIR  TRAFFIC  CONTROL  TOWER . 

SF 

3,180 

710 

BUILDING  . 

SF 

2,960 

163.00 

( 

480) 

EMERGENCY  GENERATOR  BUILDING  . 

SF 

220 

324.00 

( 

70) 

BUILT-IN  EQUIPMENT  . 

LS 

- 

( 

160) 

SUPPORTING  FACILITIES . 

- 

- 

- 

1,170 

ELECTRICAL  UTILITIES  . 

LS 

- 

- 

( 

600) 

MECHANICAL  UTILITIES  . 

LS 

- 

• 

( 

200) 

PAVING  AND  SITE  IMPROVEMENT . 

LS 

- 

- 

(_ 

370) 

SUBTOTAL  . 

- 

• 

1,860 

CONTINGENCY  (  5. OK) . 

• 

• 

• 

90 

TOTAL  CONTRACT  COST . 

- 

- 

- 

1.970 

SUPERVISION.  INSPECTION  A  OVERHEAD  (  6. OK)  .  . 

- 

- 

- 

130 

TOTAL  REQUEST . 

- 

• 

- 

2.  100 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS  . 

(NON-AOO) 

( 

0) 

10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Six'story  control  towor,  stool-fraiM  concroto,  caBt-ln-plac*  strueturo 
with  concroto  oproad  footlnga  and  concrota  floors.  Insulated  natal  roof, 
axterlor  fira  ladder,  elevator,  aaarpeney  generator  building,  autonatlc 
transfer  awltoh  and  switchgear,  utilities,  cpewun lost Ions  cables  and 
Inforeatlon  cables  housed  in  concrete  encased  duets  routed  under  the 
runways:  Instruswnt  control  equipsient.  lounge,  air  conditioning,  and  fire 
protection  systae. 


ADEQUATE: 


SF  SUBSTANDARD: 


1.  REQUIREMENT: 

PRSilESI: 

Constructs  an  air  traffic  control  towor.  (Current  Mission. ) 

REQUIREMENT: 

Adequate  and  properly-configured  facility  from  which  visual  contact  can 
be  Maintained  with  student  pilot  aircraft.  The  flight  controllers  oust 
have  visual  contact  with  aircraft  during  landing,  take-offs,  and  touch 
and  go  procedures  to  avoid  possible  accidents  and  to  be  able  to  Monitor 
any  and  all  aircraft  in  the  flight  patterns  supervised  by  the  towor 
flight  controllers.  The  aircraft  In  the  flight  patterns  should  not  be 
obstructed  at  any  tloe  fron  the  view  of  the  towor  flight  controllers. 

The  requIroMont  Is  for  the  aircraft  pattern  to  always  be  In  front  of  the 
control  tower  so  the  controllers  can  watch  the  airfield  and  the  circling 
aircraft  In  one  field  of  view.  Relocating  the  tower  to  the  other  side 
(north  side)  of  the  airfield  will  satisfy  this  requIroMont. 


In  March  of  1985,  the  Jet  Visual  Flight  Rules  patterns  ware  shifted  In 
order  to  roduco  the  flights  over  civilian  residential  areas.  Because  of 
this  traffic  pattern  Modification,  the  control  towor  operator's  ability 
to  slMultaneously  view  the  runway  envlronnant  and  all  traffic  patterns 
has  been  severely  restricted.  The  existing  tower  Is  oriented  to  view  the 
runways  and  traffic  patterns  to  the  north.  Critical  positions  of  the  Jet 
patterns  are  south  of  the  tower  and  obstructed  fron  view  by  the  towor 
roof.  Air  traffic  controllers  must  turn  their  backs  away  fron  the 


(CONTINUED  ON  DO  1391C) 
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FY  10M  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATIDN/UIC:  N00204 


NAVAL  AIR  STATIDN.  RENSACOLA.  FLORIDA 


4.  RROUCCT  TITLE 


•.  FMOJKT 


AIR  TRAFFIC  CWITROL  TOWER 


P-620 


II.  REOUIRENENT:  (CONTINUED) 

CURRENT  SITUATION;  (CONTINUED) 

airfield  to  track  aircraft  in  this  ravlsad  flight  pattarn.  This  results 
1h  an  Inability  to  saa  aircraft  conducting  ovarhaad  approaches  and 
aircraft  on  portions  of  tha  croaswlnd  and  downwind  lags,  diractly 
lapactlng  f1l|^t  safaty. 


Continuad  flight  training  at  a  facility  whara  tha  flight  control 
operations  are  aavaraly  hindered  by  not  having  slaultanaous  view  of  tha 
runways  and  all  the  traffic  patterns  parpatuatas  a  serious  safaty  hazard. 


2.  SUPPLENENTAL  DATA: 

A.  ESTIHATEO  DESIGN  DATA:  (PROJECT  OESIQN  CONFORNS  TO  PART  II  OF  HILITARY 
HANOeOOK  1100.  ‘FACILITY  PLANNING  ANO  OESIGN  GUIOE.*) 

(1)  STATUS: 

(A)  OATE  OESIGN  STARTED . 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1004 . 

(C)  OATE  OESIGN  38X  COMPLETE  . 

(0)  OATE  OESIGN  COMPLETE  . 


11 ->3 
— Ifcgf 


BASIS: 

(A)  STANOARO  OR  OEFINITIVE  OESIGN:  YES  ND  X 

(B)  WHERE  OESIGN  WAS  MOST  RECENTLY  USED: 

TOTAL  COST  (C)  >  (A)  (B)  OR  (0)  ♦  (E):  (6000) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  IIP) 

(B)  ALL  OTHER  DESIGN  COSTS . ( _ 51) 

(C)  TOTAL .  161 

(0)  CONTRACT . (  140) 

(E)  IN-HOUSE . ( _ 21) 


(4)  CONSTRUCTION  START. 


.  .  . 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 


00  PORM  inic 
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FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N6S113 

NAVY  PUBLIC  WORKS  CENTER. 

GREAT  LAKES.  ILLINOIS 


4.  COMMAND 

&.  AKA  COKTR 

COST  MOEX 

NAVAL  FACILITIES 

ENGINEERING  COMMAND 

1  .  19 

6.  PERSONNEL 
STRENGTH 


m.  AS  OF 

09/30/93  12 

b.  END  FY 

1999  12 


PERMANENT 


STUDENTS 


SUPPORTED 


civilian!  OFFICBI  m.lSTB>  CIVILIAN  OFFICn  eClSTED  CIVILIAN 


7.  INVENTORY  DATA  ($000) 


(  572) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 
f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

0.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


119.860 

6.260 

13.000 

O 

O 

14.445 

153.565 


PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATEGORY 


832.10 


SANITARY  SEWER  SYS  UPGO 
TOTAL 


DESIGN  STATUS 
gTART 

11/92  08/94 


13.000 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96) 

NONE 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

NONE 


ProvlOa  public  works,  utllltlas.  housing,  transportation  support, 
onolnoorlng  sarvlcas.  shora  facllltlos  planning  support  and  all  other 
logistic  support  of  a  public  works  nature  Incident  thereto,  required  by 
the  operating  forces,  dependant  activities,  and  other  coemnds  served  by 
the  center,  including  the  Naval  Training  Center,  Naval  Regional  Medical 
Canter,  Military  Enllsteant  and  Procuranant  Conssand,  Headquarters .  and 
Dapartisent  of  Oofsnse  Housing. 


FmFsnmii 


AFETY 


POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 


DD  FORM  1390 
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FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


NAVY 


3.  INSTALLATION  AND  LOCATION/UIC ;  N68335 

NAVAL  AIR  WARFARE  CENTER  AIRCRAFT  DIVISION 
LAKEHURST.  NEW  JERSEY 


4.  COMMAND 

NAVAL  AIR  SYSTEMS 
C 


6.  PERSONNEL 
STRENGTH 

m.  AS  OF 
09/30/93 
b.  END  FY 
1999 


PERMANENT 


STUDENTS 


SUPPORTED 


S.  ANEA  COMTR. 
COST  MOCX 


1  .20 


TOTAL 


CIVILIAN 


1664 

1706 


7.  INVENTORY  DATA  ($000) 


a.  TOTAL  ACREAGE  (  7.430) 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

c.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 

•.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .... 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


121.810 

O 

2.950 

1,580 

0 

14.820 
141 . 160 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 

CATfOOaV 

COST 

OESION  STATUS 

COOE  PROJECT  TITU 

ttopul 

START 

842.10  POT  WATER  OIS  SYS  ADO 

LS  _ 

2.950 

04/93 

11/94 

TOTAL 

2.950 

m  !■  i'li’i  1  ■  1 1'fii  1  li 

A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 
740.74  CHILD  DEVELOPMENT  CENTER 

10.335  SF  _ 

1.580 

. 

TOTAL 

1.580 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

NONE 

Conduct  program  of  research,  engineering,  developmnt.  developeant  test, 
eystees  Integration.  United  production,  procuremnt.  and  fleet 
engineering  support  In  aircraft  launch  and  recovery,  aircraft  landing 
eystans,  ground  support  equlpnent  for  aircraft  and  airborne  weapons 

systens . 


POLLUTION  ABATEMENT 
OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 
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2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N61762 

NAVAL  ORDNANCE  MISSILE  TEST  STATION. 
WHITE  SANDS.  NEW  MEXICO 


4.  COMMAND 

NAVAL  AIR  SYSTEMS 
C 


S.  ANEA  COMSTR 
COST  MOEX 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/93 

b.  END  FV 


PERMANENT 


STUDENTS 


OFFICCR  aaiSTH)  CIVILIAN  OFFICER  BSLISTB}  CIVILIAN 


SUPPORTED 


ENLISTB)  CIVILIAN 


7.  INVENTORY  DATA  ($000) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 
f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .... 

0.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM; 


CATEGORY 
CODE 


371.15  WEAPONS  TEST  RANGE 
TOTAL 


1.390 

1.390 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 
NONE 


14.650 

0 

1.390 

O 

O 

620 

16.660 


DESIGN  STATUS 
ART 


07/93  07/94 


B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 
NONE 


11.  OUT 


Conduct  and  support  Navy  guldod  mlsalla.  rockst.  gun  and  dlractsd  anargy 
ppograas.  Including  ground  and  flight  tasting  and  participata  In  opara- 
tlon  of  000  alaalla  tost  ranga  at  Whits  Sands. 


POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 
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1.  eoawoHmr 

NAVY 

FY  1998  MILITARY  CONSTRUCTION  PROGRAM 

2.  DATE 

3.  INSTALLATION  AND  LOCATION/UIC ;  N61T62 

4.  PROJECT  TITLE 

NAVAL  ORDNANCE  MISSILE  TEST  STATION. 

WEAPONS  TEST  RANGE 

WHITE  SANDS.  NEW  MEXICO 

8.  PROGRAM  ELEMENT 


6.  CATEGORY  C«)E 

7.  PROJECT  NUMBER 

371.18 

P-OOB 

8.  PROJECT  COST  (SOOO 


8.  COST  ESTIMATES 


U/M  QUANTITY  UNIT  COST  COST  (SOOO) 


WEAPONS  TEST  RANGE  . 

GUN  TEST  STANOS . 

INSTRUMENTATION  BUILOING  . 

GUN  RESTRAINT  PAO . 

SUPPORTING  FACILITIES . 

UTILITIES.  PAVING  AND  SITE  IMPROVEMENT  .  . 

SUBTOTAL  . 

CONTINGENCY  (  8. OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION,  INSPECTION  A  OVERHEAD  (  S.OX)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS 


1,000  300.00 


(NON-AOO 


10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Two  triro«>story  eoneroto  and  staal  gun  taat  atanda  to  aupport  up  to  8- 
Inch  guna;  eonerata  pad  with  tla>down  raatralnt  ayataa  for  an  8-1neh  gun; 
concrata  and  ataal  building  with  axploalen  proof  alaetrlcal  ayataa: 
frangibla  walla,  apaelal  dry  coapraaaad  air  ayataa.  apodal  air 
conditioning  and  vontllatlon  ayataa:  hlgh-oxploalva  blaat  protoctad  work 
aroa:  largo  ractangular  eonerata  oneloauraa  with  roaovabla  ataal  platoa 
eonnaeting  taat  building  with  axiating  eontrol  bloek  houaa:  utllltloa  and 
aaeurlty  foneing. 


11.  REQUIREMENT: 

PROJECT; 

Conatrueta  gun  taat  atanda.  raatralnt  pada,  and  Inatruaantatlon  noeaaaary 
for  long-ranga  gun  taating.  (Currant  alaalon.) 

REQUIREMENT: 

A  180,0(X>-yard  inatruaontad  gun  range  to  parfom  roaaareh,  davolopaont, 
taat.  and  evaluation  proeaduraa  on  long-ranga  (five  and  olght-lneh)  guna. 
and  other  newly  davelopod  gun  ayataaa,  anart  gun-firad  nunitlona,  llva 
aub-aunitlom.,  anti-air  warfare  aunltlona,  and  now  gun  ayatooa, 
undergoing  roaaareh  and  daval opaant .  aueh  aa  the  alactro-tharmal  gun. 

The  ISO, 000-yard  range  la  rac|u1rad  to  moot  the  alaalon  of  long  range 
aurfaoa  fire  aupport  and  raaulta  froa  1)  the  loaa  of  battloahipa  and 
their  attendant  long  range  gun  prograa.  2)  the  nhad  to  aupport  Marina 
forea  landinga  through  ovor-tha-horizon  naval  gunfire  aupport,  3)  the 
naad  to  teat  long  range,  gun-launehed  guided  waapona  for  gunfire  aupport, 
and  4)  the  need  to  perforn  naval  gunfire  aupport  at  a  range  In  oxeaaa  of 
antlelpatad  anaay  firo. 

CURRENT  SITUATION: 

The  eurront  gun  ranga  loeatad  at  Dahlgren,  Virginia,  la  limited  to  a 
range  of  20.000  yarda,  haa  Inherent  eomnunlty  development  aneroaehmant 
and  nolaa  pollution  problama,  and  la  too  email  to  aafely  taat  larger 
guna.  Thera  la  no  room  to  expand  the  Dahlgren  ranga.  Other  DOO  rangaa 
with  aufflelant  ranga  eapablllty  (l.a..  Jaffaraon  Proving  Ground,  Yuma 


1,060 
800) 
300) 
260) 
190 
190) 
1,280 
_ §fi 

1.310 

_ ss 

1,390 

0) 
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mn 

NAVY 

FY  IMS  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  N61762 

NAVAL  ORONANCi  NISSILE  TEST  STATION.  WHITE  SANDS.  NEW  NEXICO 


4.  PROJECT  TITLE 

WEAPONS  TEST  RANOE 


H.  REOUIREHENT:  (CONTINUED) 

CURRENT  SITUATION:  (CONTINUED) 

Provlno  Ground.  Chin*  Lak*.  and  Whit*  Sands)  do  not  hava  tha  raquirsd 
tast  stands,  rastraint  pads,  and  nscaasary  instruaantation  to  parfora  tha 
raquirsd  tasting. 


2.  DATE 


B.  MOJBCT 
P-OOB 


Without  this  projsct.  tha  Navy  will  not  hava  an  Instruaantad  gun  rang* 
with  tha  capability  to  parfora  rasaarch.  davalopaant.  tast  and  avaluatlon 
functions  on  guns,  projactllas.  and  propaltant  configurations. 


2.  SUPPLEMENTAL  DATA 

A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1190.  'FACILITY  PLANNING  AND  DESIGN  GUIDE.') 

(  1 )  STATUS : 

(A)  DATE  DESIGN  STARTED .  07-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994 .  g>S 

(C)  DATE  DESIGN  38X  COMPLETE .  09-93 

(D)  DATE  DESIGN  COMPLETE .  07-94 


(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


YES  Hr  X 


(3)  TOTAL  COST  (C)  -  (A)  *■  (B)  OR  (0)  (E):  (SOOO) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  70) 

(8)  ALL  OTHER  DESIGN  COSTS . ( _ gg) 

<C)  TOTAL .  . 125 

(0)  CONTRACT . (  118) 

(E)  IN-HOUSE . ( _ 10) 


(4)  CONSTRUCTION  START. 


.  .  .  _12iS4 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  HILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS : 

NONE 
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FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  M67001 

MARINE  CORPS  BASE. 

CAMP  LEJEUNE.  NORTH  CAROLINA 


4.  COMMAND 

COMMANDANT  OF  THE 
MARINE  CORPS 


6.  AREA  CONSTR. 
COST  WOEX 


6.  PERSONNEL 


AS  OF 

CIVILIAN 

09/30/93 
END  FY 

199 

2413 

2181 

1989 

127 

1009 

1409 

PERMANENT  STUDENTS  SUPPORTED 


CIVILIAN  OFFIC8I  MISTED  CIVILIAN  OFFICBI  ENLISTED  CIVILIAN 


4052 


7.  INVENTORY  DATA  ($000) 


(  124,545) 


26795 

27018 


a.  TOTAL  ACREAGE  (  124 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REOUESTEO  IN  THIS  PROGRAM  .  .  . 
a.  AUTHORIZATION  INCLUOEO  IN  FOLLOWING  PROGRAM  . 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


750,940 

116,000 

14,850 

49,800 

35,970 

7,950 

975,510 


8.  PROJECTS  REOUESTEO  IN  THIS  PROGRAM: 


CATEGORY 

CODE 

179.50 

214.55 


_ WW-NCT  TITLE _ 

MULTI -PURP  TRNG  RANGE  COMP 
OIL  SPILL  PREVENTION 
TOTAL 


i.  FUTURE  PRO 

A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 

217.10  ELEC&COMM  MAINT  SHOPS 
179.50  TRAINING  RANGE  FACILITIES 
B32.10  WSTWTR  TRMNT  PLNT-PH  II 

TOTAL 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

214.53  FIELD  MAINTENANCE  FAC 

730.10  FIRE  STATION 


8.060  SF 
LS 
LS 


110,000  SF 
4,800  SF 


10,400 

4.450 

14,850 


4,400 

7,800 

37.600 

48,800 


13,850 

1,420 


DESIGN  STATUS 
START  COMRIFTE 

04/93  11/94 

04/93  08/94 


01/91 


10.  MISSION  OR  MAJOR  FUNCTION 

Provida  housing,  training  facllltlas.  logistics  support,  and  cartaln 
admlnlstratlva  support  for  Float  Marina  Forca  units  and  othor  units 
assignod.  Conduct  spaclalizod  schools  for  othar  training  as  diroctad. 


AFETY  DEFICIENCIES 


ON  AND 


POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 


39 , 770 
0 


03/92 
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FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  M6700. 

NARINE  CORPS  BASE. 

CAHP  LEUEUNE.  NORTH  CAROLINA 


4.  PROJECT  TITLE 

NULTI -PURPOSE  TRAINING  RANGE 
COHPLEX 


6.  CATEGORY  CODE 

7.  PROJECT  NUNBER 

8.  PROJECT  COST  (9000) 

179.50 

P-B33 

10.400 

S.  COST  ESTMNATES 


ITEN 

U/N 

QUANTITY 

UNIT  COST 

COST 

($000) 

NULTI -PURPOSE  TRAINING  RANGE  CONPLEX  . 

LS 

• 

. 

2.440 

CONTROL  TOWER . 

SF 

260 

196.00 

( 

50) 

OPNS/STORAGE/GEN  INST  BLOG/ ANNO  BRKDN  BLOG  . 

SF 

2.520 

100.00 

( 

250) 

FIELD  SERVICE  HEADS . 

SF 

480 

100.00 

( 

50) 

COVERED  NESS/BLEACHER  ENCLOSURE . 

SF 

1.320 

38.00 

( 

50) 

TARGETS/ENPLACENENTS/OEFILAOE  POS/SHELTERS  . 

LS 

- 

- 

( 

1.960) 

TECHNICAL  OPERATING  NANUALS . 

LS 

- 

- 

( 

80) 

SUPPORTING  FACILITIES . 

• 

- 

- 

6.900 

UTILITIES . 

LS 

- 

- 

( 

2.890) 

PAVING  AND  SITE  INPROVENENT . 

LS 

- 

- 

(  4.010) 

SUBTOTAL  . 

- 

- 

- 

9.340 

CONTINGENCY  (  5. OX) . 

- 

- 

- 

470 

TOTAL  CONTRACT  COST . 

- 

- 

- 

9.810 

SUPERVISION.  INSPECTION  9  OVERHEAD  (  6. OX)  .  . 

- 

- 

- 

590 

TOTAL  REQUEST . 

- 

- 

- 

10.400 

EQUIPNENT  PROVIDED  FRON  OTHER  APPROPRIATIONS  . 

(NON-ADO) 

( 

4.740) 

10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Two  nanouvor  firing  lanos.  control  towor.  field  sorvleo  hoods, 
coneroto  aasonry  oporatlons/storogo/gwiaral  Instruction  building,  storogo 
sholtor,  and  aoMunltlon  brsakdown  building;  coneroto  foundations,  franod 
shinglod  roof  systans.  air  conditioning,  and  utllltlos;  bloaehor 
oncloauro.  loading  dock,  eovorod  ooss.  vehicular  holding  aroas.  target 
ooplaceoonta.  tank  trails,  foxholes.  Infantry  hostile  fire  slaulator 
eepi aceeenta .  secondary  power  and  data  distribution  systoe;  roads  and 
parking. 


1.  REQUIRENENT: 

PRQitESI: 

Constructs  an  autoeatad  eultl-purpoao  training  range  eoeplox  to 
accoeeodate  procurement  of  Remote  Electronic  Target  System  (RETS). 

(Now  mission. ) 

REQUIRENENT: 

Adequate  facilities  to  support  a  live-fire  training  range  with 
stato-of-tho  art  electronic  targeting  systems  large  enough  to  bo  able  to 
Integrate  the  maneuvering  of  ground  troops  and  mechanized  weapons  In  many 
varied  firing  scenarios.  In  support  of  Narine  Corps  training  objectives. 
CURRENT  SITUATION: 

The  live  firing  ranges  are  not  large  enough  to  support  the  Integrated 
maneuvering  of  ground  troops  and  mechanized  weapons.  Existing  ranges 
were  designed  for  the  accomplishment  of  specific  training  goals  and  wore 
limited  to  only  one  type  of  weapons  system.  Naneuverlng  aroas  ware  not 
Incorporated  into  the  scope  of  these  ranges  thereby  restricting  their  use 
to  only  straight  line  advances  at  stationary  targets.  To  accomplish 
Integrated  live-fire  training,  units  must  travel  away  from  Caap  Lajeuna. 
The  RETS  hardware  provides  moving  targets  and  Instantaneous  feedback  to 
the  shooters  unlike  the  existing  systems  which  provide  neither.  The 
feedback  capability  of  RETS  Informs  the  shooter  of  where  the  rounds  are 
Impacting,  which  reduces  the  expenditure  of  ammunition  and  allows  for 
detailed  critiques  at  the  conclusion  of  training. 


(CONTINUED  ON  DO  13B1C) 


DD  FORM  1391 
lOECTB 
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PY  19S5  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATIOM  AND  LOCATION/UIC:  1167001 


MARINE  CORPS  BASE.  CAMP  LEJEUNE.  NORTH  CAROLINA 


4.  PROUECT  TITLE 


i.  PROJECT  I 


MULTI-PURPOSE  TRAINING  RANGE  COMPLEX 


1.  REQUIREMENT;  (CONTINUED) 


P-S33 


This  activity  cannot  provida  thia  typa  of  training  for  tha  Flaot  Marina 
Foroa  (FMF)  units.  Tha  proficlancy  of  task  organlaod  infantry  and 
aoehanlzod  units  will  bo  dialnishad  by  not  baing  ablo  to  conduct 
llva-fira  aanauvorlng.  Units  will  continua  to  traval  away  froa  Caap 
Lajouns  to  usa  aanauvorlng  rangas  largo  anough  to  accoaaodata  training. 


2.  SUPPLEMENTAL  DATA; 

A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1190.  'FACILITY  PLANNING  AND  DESIGN  GUIDE.') 


STATUS: 

(A)  DATE  DESIGN  STARTED . 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994. 

(C)  DATE  DESIGN  38X  COMPLETE  . 

(0)  DATE  DESIGN  COMPLETE  . 


...SUzSS 

_ iS. 

Og-93 

11-94 


(SOOO) 


BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN:  YES  NO  X 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED:  _ 

TOTAL  COST  (C)  -  (A)  ♦  (B)  OR  (0)  (E):  (SOOO) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  SOO) 

(B)  ALL  OTHER  DESIGN  COSTS . (  100) 

(C)  TOTAL .  600 

(0)  CONTRACT . (  S30) 

(E)  IN-HOUSE . ( _ 2fi) 


(4)  CONSTRUCTION  START. 


.  .  . 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

FISCAL  YEAR 

EQUIPMENT  PROCURING  APPROPRIATED  COST 

NOMENCLATURE  APPROPRIATION  OR  REQUESTED  (SOOO) 

REMOTE  ELECTRONIC  TARGET  PMC  1996  4.740 

SYSTEM 


TOTAL 


4.740 
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FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  N00146 

MARINE  CORPS  AIR  STATION. 

CHERRY  POINT,  NORTH  CAROLINA 


6.  PERSONNEL 
STRENGTH 


STUDENTS 


4.  COMMAND 

COMMANDANT  OF  THE 
MARINE  CORPS 


SUPPORTED 


2.  DATE 


i.  ANEA  CONm. 
COST  wocx 


m.  AS  OF 
09/30/93 
b.  END  FY 
1999 


7.  INVENTORY  DATA  ($00(» 


(  29.137) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


455,600 
49.040 
2,100 
7,050 
19,810 
177,150 
709 . 750 


9.  PROUECTS  REQUESTED  IN  THIS  PROGRAM: 


CATROORY 

cooe 

141.97 


CYROGENICS  FACILITY 
TOTAL 


6,990  SF 


2.100 

2,100 


DESIGN  STATUS 
START 

04/93  07/94 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 


179.85 

COMBAT  TRNG  POOL  ENCL 

3.710 

SF 

1,200 

211.91 

ENGINE  TEST  CELL 

LS 

4,900 

421.72 

MISSILE  MAGAZINE 

5,920 

SF  _ 

1.050 

TOTAL 

7,050 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

171.35 

EA-6B  TRAINER  FACILITY 

LS 

4,360 

214.51 

OPS/MAINTENANCE  FACILITY 

33,741 

SF 

6,550 

Maintain  and  oparata  facllltlas  and  provida  aarvlcaa  and  aatarlala  to 
support  tha  oparatlona  of  a  Marina  Aircraft  Wing,  or  units  tharaof,  and 
othar  activltlas  and  units  as  daslgnatad  by  tha  Coamandant  of  tha  Marina 
Corps  In  coordination  with  tha  Chlaf  of  Naval  Oparatlons. 


POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH); 
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FY  1885  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  M00146 

NARINE  CORPS  AIR  STATION. 

CHERRV  POINT.  NORTH  CAROLINA 


8.  PROQRAH  ELEMENT 


4.  PROJECT  TITLE 


CVROGENICS  FACILITY 


6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

8.  PROJECT  COST  ($000) 

141.87 

P-871 

2.100 

9.  COST  ESTMlEATES 


CVROGENICS  FACILITY . 

BUILDING  . 

CDVEREO  STORAGE  AREA  . 

BUILT-IN  EQUIPMENT  . 

SUPPORTING  FACILITIES . 

ELECTRICAL  UTILITIES  . 

MECHANICAL  UTILITIES  . 

PAVING.  SITE  IMPROVEMENT.  AND  DEMOLITIDN  . 

SUBTOTAL  . 

CONTINGENCY  (  S.OK) . 

TOTAL  CONTRACT  COST . 

Sl^ERVISION.  INSPECTION  A  OVERHEAD  (  6. OX)  . 

TDTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS 


U/M 

QUANTITY 

UNIT  COST 

COST 

($000) 

SF 

6,090 

- 

720 

SF 

5.730 

101 .00 

( 

580) 

SF 

1,260 

35.00 

( 

40) 

LS 

- 

- 

( 

100) 

- 

- 

- 

1.170 

LS 

- 

- 

( 

800) 

LS 

- 

- 

( 

1$0) 

LS 

- 

- 

(_ 

210) 

(NON- ADD 


1.880 

_ m 

1.880 

_ lifl 

2.100 

O) 


10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Orw-stery  pr«-«nglrMwr«d  stMl-fraiM  building,  iMsonpy  walls,  eoncrata 
foundation  and  floor,  standing  saan  natal  roof,  air  conditioning,  firo 
protaetlon  aystan;  staal-frana  covarad  storaga  araa,  hoist  and  bridgs 
erana,  high  bay  araa;  utllltlas,  and  danol Itlon  of  two  buildings. 


ADEQUATE : 


SUBSTANDARD : 


1.  REQUIREMENT: 

PgailSSi!  ~ 

Constructs  a  cyroganics  facility  for  tha  purpoaa  of  aupportlng.  In 
garrison,  asslgnad  axpaditlonary  liquid  oxygan/nltrogon  ayatans  (EONS) 
ganaratlng  aqulpnant,  naintalning  EONS  squlpnant,  storing  coaproasad  gas 
cylindars  and  carts,  and  providing  repair  and  training.  (Currant 
alsslon. ) 

REQUIREMENT: 

Adsquata  facllltlas  to  support  tha  production  of  liquid  oxygan/nitrogan 
usad  In  tha  breathing  systans  of  tactical  aircraft.  A  cyroganics 
facility  Is  raquirad  at  aach  Marina  Corps  Air  Station  wharo  50  or  nora 
attack  and  fighter  aircraft  ara  asslgnad.  This  facility  Is  also  dasignad 
to  support  the  daployabla  EONS  equipment  for  two  Marino  Aircraft  Groups. 
Included  In  this  support  Is  the  production  of  the  gasses  for  training 
flights,  training  tha  aqulpnant  operators  and  nalntananca  parsonnal ,  and 
naintalning  the  EONS  aqulpnant. 


The  currant  facility  does  not  moat  tha  specif  lad  criteria  for  a  cryogenic 
ganaratlng.  repair,  and  training  facility,  and  Is  an  oparatlonal  and 
safety  hazard.  Operation  and  nalntananca  of  tha  equipment  Is  parfomad 
In  quonsat  huts  constructed  in  1845.  These  structures  ara  Inadequate 
and  unsafe  for  tha  purpose  of  maintaining  tha  sensitive  electronic 
components  of  the  cyroganics  aqulpnant.  A  majority  of  tha  aqulpnant  Is 
being  stored  and  maintained  outdoors.  Tha  existing  structures  lack 
training  and  storaga  space,  rastroons.  safety  showers,  ample  lighting  and 
slactrical  power,  environmental  controls,  and  air  and  oxygon  dotacting 
aqulpnant. 


(CONTINUED  ON  DD  1381C) 
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FY  1M9  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC:  N00146 

NARINf  CORPS  AIR  STATION.  CHERRY  POINT.  NORTH  CAROLINA 


4.  PROJECT  TITLE 


2.  DATE 


S.  NKMKT 


CYROQENICS  FACILITY 


II.  REOUIRENENT:  (CONTINUED) 

IMPACT  IF  NOT  PROVIDED; 

ContlnuRd  um  of  tho  oxlstlng  facility  will  sorlously  lapalr  tha  aafoty 
and  duality  of  tralnlno  poraonnal  racalva  In  tha  operation  and 
■alntonanea  of  Ufa  aupport  oqulpaant. 


2.  SUPPLEMENTAL  DATA: 

A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  11  OF  MILITARY 
HANDBOOK  1190.  'FACILITY  PLANNING  AND  DESIGN  GUIDE.') 

( 1 )  STATUS : 

(A)  DATE  DESIGN  STARTED .  04-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994 .  45 

(C)  DATE  DESIGN  3BX  COMPLETE .  06-93 

(0)  DATE  DESIGN  COMPLETE .  07-94 

(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN:  YES  MO  X 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED:  _ 

(3)  TOTAL  COST  (C)  -  (A)  ♦  (B)  OR  (D)  *  (E):  ($000) 

(A)  PROOUCTION  OF  PLANS  AM)  SPECIFICATIONS . (  200) 

(B)  ALL  OTHER  OESIGN  COSTS . ( _ 50) 

(C)  TOTAL .  250 

(0)  CONTRACT . (  210) 

(E)  IN-HOUSE . ( _ 42) 


(4)  CONSTRUCTION  START. 


(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 
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FY  1895  MiUTARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N62661 

NAVAL  EDUCATION  AND  TRAINING  CENTER. 
NEWPORT,  RHODE  ISLAND 


6.  PERSONNEL 
STRENGTH 


a.  AS  OF 
09/30/93 

b.  END  FY 
1889 


4.  COMMAND 

CHIEF  OF  NAVAL 
EDUCATION  AND  TRAINING 


i  AM£A  CONSTR. 
COST  NOEX 


CIVILIAN 

OfflCCR 

1212 

1209 

218 

228 

7.  INVENTORY  DATA  ($0001 


(  1.214) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


213, 140 
14,340 
14.500 
1.470 
19.730 
35. 160 
298 . 340 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATlGOaV 


832.10 


SANITARY  SEWER  SYS  UPGRADE 
TOTAL 


14.500 

14.500 


OGSION  STATUS 
START 

11/82  08/94 


Adalnlstar  schools  which  provide  a  source  froa  which  qusllflad 
coonlsslonod  and  warrant  off tears  aay  bo  praparod  for  allltary 
sarvlca,  and  train  Navy  anilatod  and  foreign  officer  candidates. 

Hoaaport  for  active  and  Naval  Roeorva  Force  (NRF)  ships.  Based  on  Base 
Closure  83.  the  ships  will  not  bo  homaportod  at  this  base  In  the  future. 

Surface  Warfare  Officer  School 

Naval  War  College 

Officer  Candidate  School 

Naval  Justice  School 

Navy  Chaplains  School 

Naval  Underwater  Systems  Center 


CIENCIE 


11.  OUTSTANDING  P 


POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 


15.100 

O 
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FY  199S  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  M00263 

MARINE  CORPS  RECRUIT  DEPOT. 

PARRIS  ISLAND.  SOUTH  CAROLINA 


4.  COMMAND 

COMMANDANT  OF  THE 
MARINE  CORPS 


2.  DATE 


A  ANEA  CONSTR. 
COST  IM>EX 


6.  PERSONNEL 

strength 

m.  AS  OF 
09/30/93 
b.  END  FV 
1999 


PERMANENT 


STUDENTS 


SUPPORTED 


aa.lSTB>  CIVILIAN 


7.  INVENTORY  DATA  ($000) 


m.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
•.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


9,080) 


1 19,540 
5.  100 
2.550 
6,000 
4.400 
16.000 
153.590 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 

CATKOORV 

COST 

DESIGN  STATUS 

COOE  FROJiCT  TITLE 

SCOPE 

START 

COMPLETE 

740.74  CHILD  DEVELOPMENT  CENTER 

TOTAL 

17.150  SF  _ 

2.550 

2.550 

11/92 

07/94 

A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 
171.40  ACADEMIC  INSTRUCTION  BLOG 

TOTAL 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

610.72  BATTALION  OPS  CENTER 
171.20  CLASSROOM 


36,655 


15.390  SF 
12.027  SF 


6.000 


2.950 

1.450 


To  oxorclM  oporatlonal  control  of  onllstod  rocrultlng  oporatlons  in  tho 
lot.  4th,  and  6th  Marino  Olatrlcta  through  acrooning.  ovaluatlon.  vorl- 
flcatlon,  and  flald  auporvlalon;  to  provida  guldanco  and  diractlon  on 
quality  control  oattora  for  all  oaat  coaat  onllatod  accoaalona  In 
accordance  with  atandarda  oatabllahod  by  CMC;  to  provida  recaption 
proceaaing  and  recruit  training  for  onllatad  poraonnol  upon  thair 
Initial  entry  into  tho  Marina  Corps;  to  provida  training  of  recrulta; 
to  conduct  schools  as  directed;  to  provide  rifle  and  platol  isarkaeanshlp 
training  for  Marinas  stationed  In  the  aoutheast  and  for  peraonnal  of  other 
aarvlces  as  requested;  and  to  conduct  training  for  reserve  Marines  as 
directed. 


OUTSTANDING  POLLUTION  AND 
POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 


AFETY  OEFICIENC 
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FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N002C3 

MARINE  CORPS  RECRUIT  DEPOT, 

PARRIS  ISLAND.  SOUTH  CAROLINA 


S.  PROGRAM  ELEMENT 


09097 19M 


4.  PROJECT  TITLE 


CHILD  DEVELOPMENT  CENTER 


6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

740.74 

P-310 

9.  PROJECT  COST  (SOOO 
2.550 


a  COST  ESTIMATES 


U/M  QUANTITY  UNIT  COST  COST  ($000) 


CHILD  DEVELOPMENT  CENTER  . 

SUPPORTING  FACILITIES . 

SPECIAL  CONSTRUCTION  FEATURES . 

UTILITIES . 

PAVING  AND  SITE  IMPROVEMENT . 

SUBTOTAL  . 

CONTINGENCY  (  5. OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  9  OVERHEAD  (  6. OX)  .  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIIMS  . 


17.150  100.00 


(NON- ADD) 


1.720 

570 

120) 

ISO) 

_ 22fi) 

2.290 

_ 12S 

2.410 

_ lifi 

2,550 

O) 


10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Orw-9tory  stMl  fPMM  building,  eoncpdta  pl1«  foundation  and  floor. 
Maaonry  walla  with  briek-facad  oxtarlor.  atanding  aaan  aotal  roof; 
oovarad  drop-off/plek-up  araa;  air  conditioning,  fira  protactlon  aystom, 
eloaod  circuit  tolovlalon,  kitchen,  laundry,  utllltloa,  fanead  outdoor 
play  araa,  and  parking. 


ADEQUATE : 


SF  SUBSTANDARD: 


11.  REQUIREMENT: 

PBfiitESI: 

Conatructa  a  child  cara  cantar  for  200  chlldran  batwaon  tha  agaa  of  alx 
waaka  to  twelve  years.  (Currant  alsslon. ) 

REQUIREMENT: 

Adequate  and  properly-configured  child  davalopaant  cantar.  A  child  cara 
cantar  provides  supervised  cara  for  Infants,  pre-school,  and  school -age 
children  In  a  coawon  facility,  on  a  regularly  scheduled  or  drop-in  basis, 
whan  parents  are  aaployad  or  at  tines  whan  tha  fanlly  la  unable  to  cara 
for  than.  Child  cara  canters  are  a  nacassary  alanant  in  today's 
anvironnant  as  thair  availability  alleviates  nany  problans  Incurred  by 
nllltary  parents  who  are  single,  who  both  work,  or  who  have  other  t^aclal 
needs.  These  canters  nake  tha  quality  of  life  more  appealing  to  nllltary 
personnel  and  assist  tha  Marine  Corps  with  its  fundanental  responsibility 
of  naintalning  force  readiness  by  retaining  trained  and  affactive 
personnel . 


Child  cara  Is  providad  In  three  buildings  at  two  separata  locations,  and 
can  acconnodato  77  children.  No  facilities  exist  for  the  additional 
requlrenant  for  15  dally  drop-in  children,  and  40  pre-school  children. 
Beyond  those  roquirononts,  there  Is  currently  a  waiting  list  of  103 
children  for  full  day  cars.  The  existing  facilities  do  not  meet  the 
standards  for  a  child  davelopnent  cantar  and  ara  also  contaninatad  with 
load-bassd  paint.  Oparating  from  two  sitos  craatas  an  Increased  burden  on 
families  that  hava  to  drop  chlldran  off  at  both  locations.  Additionally, 
the  distance  between  the  existing  centers  rssults  In  inefficient  space 


(CONTINUED  ON  DO  1391C) 
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PY  1888  MHLrTARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  II00283 


NARINE  CORPS  RECRUIT  DEPOT,  PARRIS  ISLAND.  SOUTH  CAROLINA 


4.  PROJECT  TITLE 


S.  MIOJECT 


CHILD  DEVELOPNENT  CENTER 


II.  REQUIREMENT:  (CONTINUED) 

CURRENT  SITUATION:  (CONTINUED) 
Utilization  and  raqulraa  ovarataffino  to 
davalopaant  prograa  raqulronanta. 


It  ratioa.  group  alzo,  and 


Child  eara  aorvlcoa  will  continua  to  ba  llaltad  to  tha  praaant  capacity 
and  aannar  of  oparatlon.  Facllltlaa  which  do  not  naat  tha  standards  for 
a  child  davalopaant  cantar  will  continua  to  ba  usad. 


2.  SUPPLEMENTAL  DATA 

A.  ESTIMATED  DESIGN  DATA:  (PROJECT  OESIGM  CONFORMS  TO  PART  11  OF  MILITARY 
HANDBOOK  1180.  ‘FACILITY  PLANNING  AND  DESIGN  GUIDE.*) 

( 1 )  STATUS : 

(A)  DATE  DESIGN  STARTED . 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1884 . 

(C)  DATE  DESIGN  3BX  COMPLETE  . 

(0)  DATE  DESIGN  COMPLETE  . 


(2)  BASIS; 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


YES  X  NO 


(3)  TOTAL  COST  (C)  -  (A)  *  (B)  OR  (0)  ♦  (E): 

(A)  PRODUCTION  OP  PLANS  AND  SPECIFICATIONS  .  ( 

(B)  ALL  OTHER  DESIGN  COSTS  .  ( 

(C)  TOTAL . 

(0)  CONTRACT . ( 

(E)  IN'HOUSE . ( 


($000) 

( _ 2) 

( _ O) 


(4)  CONSTRUCTION  START. 


.  .  .  11-?4 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 
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NAVV 


INSTALLATION  AM)  LOCATION/UIC :  N68891 

NAVAL  STATION. 

IN6LESIDE.  TEXAS 


PT  1995  MILITARY  CONSTRUCTION  PROGRAM 


4.  COMMAhO) 


2.  DATE 


5  AREA  CONSTR. 
COST  WOEX 


COMMANOER  IN  CHIEF. 
ATLANTIC  FLEET 


5.  PERSONNEL 
STRENGTH 

•.  AS  OF 
09/30/93 
b.  END  FY 
1999 


PERMANENT  STUDENTS  SUPPORTED 


CIVILIAN  OFFICat  ENLISTED  CIVILIAN  OFFICSt  ENLISTED  CIVILIAN 


7.  INVENTORY  DATA  ($000) 


(  578) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  01  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


107.810 

8.110 

14.110 

O 

10.300 

18.560 

158.890 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 

CATEGORY 

COST 

DESIGN  STATUS 

COOE 

PROJECT  TITLE 

SCOPE 

START  COMPLETE 

199.21 

ELECT  ROLL  FAC  W/LANO  ACQ 

LS 

14.110 

11/93  11/94 

TOTAL 

14.110 

A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 

NONE 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS; 

199.21  MAGNETIC  SILENCING  FAC 
195.20  SMALL  CRAFT  PIER 


LS 

2.000  SY 


10.  MI 


7.700 

2.600 


Navy's  Mina  Warfara  Cantar  of  Excallanca.  Hoaapopt  for  aajorlty  of  Navy 
alna  countorMoasurs  (MCM)  and  mlno  huntar  (MHC)  ships.  Mina  warfara  and 
tactics  training  cantar  for  homaportad  craws. 


11.  OUTSTANDING  POLLUTION  AND  SAFETY  DEFICI 
A:  POLLUTION  ABATEMENT 

B:  OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 
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FY  1895  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


NAVY 


3.  INSTALLATION  AND  LOCATION/UIC :  N68891 

NAVAL  STATION. 

INGLESIOE,  TEXAS 


4.  PROJECT  TITLE 

ELECTROMAQNETIC  ROLL  FACILITY 
WITH  LAND  ACQUISITION 


5.  PROGRAM  ELEMENT 

6.  CATEGORY  CODE 

-  ‘  - 

7.  PROJECT  NUMBER 

8.  PROJECT  COST  ($000) 

0204686N 

159.21 

P-0B8 

14.110 

9.  COST  ESTIMATES 


ELECTROMAQNETIC  ROLL  FAC  WITH  LAND  ACQ  .... 

BUILDING  . 

PIER . 

DREDGING  . 

BULKHEAD  . 

RANGE  HOUSE . 

SUPPORTING  FACLITIES  . 

UTILITIES . 

PAVING.  SITE  IMPROVEMENT.  S  LAND  ACQUISITION 

SUBTOTAL  . 

CONTINGENCY  (  5. OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  8  OVERHEAD  (  6. OX)  .  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS  . 


U/M  QUANTITY  UNIT  COST  COST  ($000) 


10.970 

3.200  100.00  (  320) 

(  2.430) 

(  6.930) 

(  850) 

(  440) 

1.700 
(  1.000) 
( _ 22Q) 

12.670 

_ g3S 

13.300 

810 

14.110 

(NON-ADD)(  0> 


10.  DESCRIPTION  OP  PROPOSED  CONSTRUCTION 

ElwetroMsonstle  Roll  (EMR)  plor,  non-Mgnotle  mtorlalB;  accoss  trostlo: 
•MoPMido  InstruMontatlon  facllltlaa;  alactrlcal  substation;  barthing 
support  systSMs;  oporatlons  buildings,  and  support  facllltlos;  air 
conditioning,  fira  protaction  and  sacurlty  systams.  fancing.  lighting, 
dradging.  roads,  and  acquisition  of  approxiaataly  10  acras. 


REQUIREMENT : 

PROJECT : 

Acquiraa  land  and  constructs  an  alactromagnatlc  roll  facility.  (Naw 
Mission. ) 

REQUIREMENT; 

Adaquata  alactroaagnatlc  roll  facllltlos  to  raduca  tha  Magnotic  sl^taturo 
of  Mina  warfara  ships. 


Mina  warfara  ships  ara  raquirad  to  quartarly  chock  thair  hulls  for 
aagnotic  variations.  Inglosido  has  boon  saloctod  as  tha  primary  location 
for  Mina  warfara  ships,  but  doas  not  havo  tha  facllltlos  to  housa  tha 
aagnotic  si  lancing  functions. 


This  station  will  not  bo  ablo  to  parforM  aagnotic  si  lancing  functions  for 
alna  warfara  ships,  rosulting  In  dacroasod  oparatlonal  capabllltlas  and 
incraaaad  vulnorabi 1 ity  to  aagnotic  mlnos. 


2.  SUPPLEMENTAL  DATA: 

A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1190.  ‘FACILITY  PLANNING  AND  DESIGN  GUIDE.*) 


(1)  STATUS; 

(A)  DATE  DESIGN  STARTED. 


.  11-93 

(CONTINUED  ON  00  1391C) 
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1.  COMPOWIT 

NAVY 

2.  DATE 

3.  INSTALLATION  AND  LOCATION/UIC:  N68881 

NAVAL  STATION.  INGLESIDE.  TEXAS 

4.  PROJECT  TITLE 

■.  PROJECT  lAiWni 

ELECTROMAGNETIC  ROLL  FACILITY  WITH  LAND  ACQUISITION 

P 

-088 

12.  SUPPLEMENTAL  DATA:  (CONTINUED) 


12.  SUPPLEMENTAL  DATA:  (CONTINUED) 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1804 .  . SJ 

(C)  DATE  DESIGN  35%  COMPLETE .  01-84 

(0)  DATE  DESIGN  COMPLETE .  11-84 

(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN:  YES  NO  X 


(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


(3)  TOTAL  COST  (C)  -  (A)  *  (B)  OR  (0)  *  (E): 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS 

(B)  ALL  OTHER  DESIGN  COSTS  . 

(C)  TOTAL . 

(0)  CONTRACT  . 

(E)  IN-HOUSE  . 


(SOOO) 

(  B60) 

(  817) 


1.377 

1.224) 

183) 


(4)  CONSTRUCTION  START 


.  .  .  01-98 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 


00  FORM  1M1C 
lOiCTO 


PAGE  NO. 


2.  DATE 


INSTALLATION  AND  LOCATION/UIC :  N63891 

NAVAL  SECURITY  GROUP  ACTIVITY  NORTHWEST. 
CHESAPEAKE,  VIRGINIA 


5.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/93 

b.  END  FY 
1999 


PERMANENT 


STUDENTS 


4.  COMMAND 

NAVAL  SECURITY  GROUP 
COMMAND 


SUPPORTED 


S.  AREA  CONSTR. 
COST  INOEX 


OFFICai 

CIVILIAN 

OFFICet 

»LISTED 

44 

41 

600 

576 

116 

116 

15 

15 

296 

296 

7.  INVENTORY  DATA  ($000) 


(  3.896) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATCOORY 
COCK 


740.74 


CHILD  DEVELOPMENT  CENTER 
TOTAL 


9,750  SF 


1-ISO 

1,150 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 
NONE 


39 . 980 
13,800 
1.150 
O 

4,300 

85 

59,315 


D6SIQN  STATUS 
ART 


06/93 


07/94 


B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 
921.30  LAND  ACQUISITION 

730.20  POLICE  STATION 


850  AC 
3,482  SF 


2,500 

1,800 


10.  MI 


OR  FUNCT 

Station  Is  part  of  tha  worldwida  tolocoiRMunicatlons  systons,  providing 
tactical  shlp-to-shora  and  point-to-point  coinwunl cat  Ions  for  tha  Navy 
Oaf ansa  CoosMjnl cat  ions  System .  and  Naval  Security  Group  operations. 
Provides  training  facilities  for  Marino  Corps  Security  Force  Battalion. 


11.  OUTSTANDING  POLLUTION  AND  SAFETY  DEFICIENCIE 
A:  POLLUTION  ABATEMENT 

B:  OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH); 


DO  FORM  1390 
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FY  1985  MILITARY 


3.  INSTALLATION  AND  LOCATXON/UIC :  N63891 


ON  PROGRAM 


2.  DATE 


4.  PROJECT  TITLE 


NAVAL  SECURITY  GROUP  ACTIVITY  NORTHWEST, 
CHESAPEAKE.  VIRGINIA 


5.  PROGRAM  ELEMENT 


CHILD  DEVELOPMENT  CENTER 


6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

8.  PROJECT  COST  ($000) 

740.74 

P-806 

1 .  150 

9.  COST  ESTIMATES 


U/M  QUANTITY  UNIT  COST  COST  ($000) 


CHILD  DEVELOPMENT  CENTER  . 

SUPPORTING  FACILITIES . 

UTILITIES.  PAVING  AND  SITE  IMPROVEMENT  .  . 

SUBTOTAL  . 

CONTINGENCY  (  5. OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  A  OVERHEAD  (  6. OX)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS 


10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

S1ng1«-«tory  nasonry  baarlng  wall  building,  concrata  apraad  footings, 
brick  vanaar  facing,  standing  ssaa  aatal  roof,  firo  sprinklar  and  alam 
systaa,  provisions  for  Intrusion  datactlon  systan,  air  conditioning, 
utllltloa.  fancad  play  areas,  and  parking;  ralocata  existing  football 
field. 


REQUIREMENT:  9.750  SF  ADEQUATE:  _ 2  SF  SUBSTANDARD 

PRDJECT : 

Provides  a  facility  for  the  cars  and  davalopmant  of  180  infant, 
pro-toddler,  toddler,  pro-school  and  school  age  children.  (Currant 
Mlaslon) . 

Adaquato  facilities  to  support  a  child  dovolopaant  canter.  A  child 
davalopisant  center  provides  sv^rvlsed  care  for  infants,  pre-school,  and 
school  ago  children  in  a  coamon  facility,  on  a  regularly  scheduled  or 
drop-in  basis,  when  parents  are  eoployad  or  at  tiaos  when  the  faally  is 
taaporarlly  unable  to  care  for  thea.  Child  davelopaant  cantors  are  a 
nacasaary  eloaont  In  today's  environaent  as  their  availability  alleviates 
aany  probleas  Incurred  by  allltary  parents  who  are  single,  who  both  work, 
or  who  have  other  special  needs.  These  cantors  aake  the  quality  of  life 
aore  appealing  to  allltary  personnel  and  their  dependants. 

CURRENT  SITUATION: 

There  are  no  existing  child  care  services  offered  at  Naval  Security  Group 
Activity  Northwest.  A  child  dovelopaent  center  is  required  to  support 
the  approxiaatoly  1,(XX>  allltary  personnel  assigned  to  the  activity  and 
Its  tenant  coamands. 

IMPACT  IF  NOT  PROVIDED: 

The  lack  of  child  care  facilities  is  a  dotrlaent  to  the  welfare  and 
aorala  of  personnel  and  adversely  lapacts  retention. 


(CONTINUED  ON  DD  139 1C) 
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FY  1S0S  MNUTARY 


3.  INSTALLATION  AND  LOCATION/UIC :  N63891 


2.  DATE 


NAVAL  SECIWXTY  GROUP  ACTIVITY  NORTHWEST.  CHESAPEAKE.  VIRGINIA 


4.  PROUECT  TITLE 


•.  niOJECT 


CHILD  OEVELOPNENT  CENTER 


2.  SiWPLEMENTAL  DATA: 


A.  ESTINATED  DESIGN  DATA;  (PROJECT  DESIGN  CONFORNS  TO  PART  II  OF  MILITARY 
HANOGOOK  1190.  ‘FACILITY  PLANNING  AND  DESIGN  GUIDE.*) 

( 1 )  STATUS : 

(A)  DATE  DESIGN  STARTED .  06-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994 .  35 

(C)  DATE  DESIGN  39X  COMPLETE .  11-93 

(D)  DATE  DESIGN  COMPLETE .  07-94 


(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  WHERE  DESIGN  WAS  MDST  RECENTLY  USED; 


YES  ND  X 


(3)  TOTAL  COST  (C)  -  (A)  4-  (B)  OR  (0)  (E);  ($000) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIF ICATIDNS . ( _ gQ) 

(B)  ALL  OTHER  DESIGN  COSTS . (  120) 

(C)  TOTAL .  200 

(0)  CONTRACT . (  150) 

(E)  IN-HOUSE . ( _ gQ) 

(4)  CONSTRUCTION  START .  01-95 

(MONTH  AND  YEAR) 

B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS; 

NONE 
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FY  189S  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


INSTALLATION  AND  LOCATION/UIC :  N00281 

FLEET  COMBAT  TRAINING  CENTER  ATLANTIC. 
0AM  NECK.  VIRGINIA 


5.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/83 

b.  END  FY 


PERMANENT 


STUDENTS 


4.  COMMAND 

CHIEF  OF  NAVAL 
EDUCATION  AND  TRAINING 


SUPPORTED 


S.  AKA  COMSTR. 
cost  MOEX 


OFFICai 

ENLISTED 

219 

211 

2028 

2480 

7.  INVENTORY  DATA  ($000) 


(  1.171) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


148,590 
5.700 
1 .600 
5.520 
1.460 
14.900 
177,770 


PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


eATEOORY 
CODE 


740.74  CHI 


9.  FUTURE  PRO 


CHILD  DEVELOPMENT  CENTER 
TOTAL 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 
171.35  WEAPONS  TRAINING  FACILITY 
TOTAL 

6.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

421.32  INERT  STOR  AND  MAGAZINE 


9.820  SF 


36.480  SF 


5.620  SF 


1.600 

1.600 


5.520 

1.460 


DESIGN  STATUS 
ART 


04/83 


07/94 


04/83  12/84 


Provida  training  In  oparatlon  and  aaploynant  of  apaclflad  tactical  combat 
direction  and  control  ayatama  in  naval  aarfara;  aupport  operational 
commandara  In  evaluation,  davalopmant.  and  analyala  of  naval  aarfara 
doctrinaa  and  tactica. 

Navy  Marina  Corpa  Intel llganca  Training  Canter 

Tactical  Training  Group.  Atlantic 

Naval  Ocean  Procaaaing  Facility 

Guldad  Miaalla  School 

Float  Combat  Syatoma  Support  Activity 


AFETY  DEFICI 


11.  OUTSTA 

POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 


($000) 

O 

O 
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FY  1895  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N00281 

FLEET  COMBAT  TRAINING  CENTER  ATLANTIC. 
DAM  NECK,  VIRGINIA 

- *  . . —I 

4.  PROJECT  TITLE 

CHILD  DEVELOPMENT  CENTER 

5.  PROGRAM  ELEMENT 

6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

8.  PROJECT  COST  ($000) 

080S786N 

740.74 

P-977 

1,600 

8.  COST  ESTIMATES 


U/M  QUANTITY  UNIT  COST  COST  ($000) 


CHILD  DEVELOPMENT  CENTER  . 

SUPPORTING  FACILITIES . 

SPECIAL  CONSTRUCTION  FEATURES . 

UTILITIES . 

PAVING  AND  SITE  IMPROVEMENT . 

SUBTOTAL  . 

CONTINGENCY  (  S.OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  $  OVERHEAD  (  6. OX)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS 


9 . 820  99.00 


(NON- ADO 


970 

470 

180) 

100) 

190) 

1,440 

_ 22 

1,510 

_ S2 

1.600 

O) 


10.  DESCRIPTION  OP  PROPOSED  CONSTRUCTION 

Ona-story  tfood  frmw  iMlIdlng,  structural  conerats  floor  slab,  pi  la 
foundation,  aatal  roof  on  wood  trusaos,  firs  protsetlon  syatan,  air 
conditioning,  utllltlaa,  fancad  outdoor  play  area,  and  parking. 


1.  REQUIREMENT:  9.820  SF  ADEQUATE: 

PRQitESI: 

Providas  a  child  daval opaant  cantsr  to  accowwodata  112  school  and 
pra-school  aga  chlldran  and  infants.  (Currant  alaslon.) 

REQUIREMENT: 

Adsquats  facllltlsa  to  support  a  child  daval opaant  cantsr.  A  child 
davalopaant  cantar  providas  supsrvisad  cars  for  infants,  pra-achool .  and 
school  aga  chlldran  In  a  coaaon  facility,  on  a  ragularly  schadulsd  or 
drop-in  basis,  whan  parents  ara  aaployad  or  at  tiaas  whan  tha  faaily  is 
taaporarlly  unable  to  cars  for  thoa.  Child  davalopaant  centers  ara  a 
nacassary  alaaant  In  today's  anvlronaant  as  thair  availability  alleviates 
aany  problaas  Incurred  by  allltary  par*ants  who  ara  single,  who  both  work, 
or  who  have  other  special  needs.  These  canters  sake  the  quality  of  Ufa 
core  appealing  to  allltary  parsormal  and  thair  dependants. 


SF  SUBSTANDARD : 


There  are  no  child  care  facilities  at  this  activity.  Tha  closest 
allltary  child  care  facility  Is  at  tha  Naval  Air  Station  Dcaana,  and 
personnel  froa  this  activity  aust  coapata  with  Dcaana  personnel  for 
available  space.  Tha  Oceana  facility  is  inadaquata  and  overcrowded. 


Tha  child  cara  needs  of  allltary  personnel  at  this  activity  cannot  be 
aat,  having  a  nagatlva  lapact  on  aorala  and  quality  of  Ufa. 


(CONTINUED  ON  DO  1391C) 
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PY  IMS  MiLiTARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC:  N00281 

FLEET  COMBAT  TRAINING  CENTER  ATLANTIC.  DAM  NECK.  VIRGINIA 


4.  PROJECT  TITLE 


i.  PROJECT 


CHILD  DEVELOPMENT  CENTER 


12.  SUPPLEMENTAL  DATA: 

A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARV 
HANDBOOK  1180.  'FACILITV  PLANNING  AND  DESIGN  GUIDE.*) 

(1)  STATUS: 

(A)  RATE  DESIGN  STARTED .  04-93 

(5)  "ERCENT  COMPLETE  AS  OF  JANUARY  1994 .  3S 

(C)  DATE  DESIGN  3SX  COMPLETE .  11-93 

(0)  DATE  DESIGN  COIVLETE .  07-94 

(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN:  YES _ NO  X 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED:  _ 

(3)  TOTAL  COST  (C)  ■  (A)  (B)  OR  (D)  *  (E):  (SOOO) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  100) 

(B)  ALL  OTHER  DESIGN  COSTS .  ( _ Sft) 

(C)  TOTAL .  188 

(0)  CONTRACT .  (  IBP) 

(E)  IN-HOUSE . ( _ 2ft) 

(4)  CONSTRUCTION  START .  02-98 

(MONTH  AND  YEAR) 

B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 


DO  FORM  1S91C 
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FY  19S5  MlLrrARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  MS3S30 

MARCORPS  SECURITY  FORCE  BATTALION  ATLANTIC 
NORFOLK.  VIRGINIA 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
Oe/30/93 

b.  END  FY 
1999 


PERMANENT 


STUDENTS 


COMMAND 

COMMANDANT  OF  THE 
MARINE  CORPS 


SUPPORTED 


2.  DATE 


i.  AKA  COMSTR 
COST  MOEX 


7.  INVENTORY  DATA  ($000) 


a.  TOTAL  ACREAGE  TENAI 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


TENANT  OF  NAS  NORFK 


O 

O 

6.480 

O 

O 

O 

6.480 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATKOORY 

C006 

721.11 


BACHELOR  ENLISTED  QUARTERS 
TOTAL 


43.670  SF 


6.480 

6.480 


DESIGN  STATUS 
START 

04/93  08/94 


iin«r:T«r:i.!iPBrg 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96) 
NONE 


B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 
NONE 


To  provida  tralnad,  combat  roady  Marinos  and  to  support  tho  Marino  Corps 
alomonts  of  tho  Naval  Socurlty  Forcos  of  tho  Atlantic.  Pacific,  Europoan. 
contra)  and  southarn  aroas  aa  spociflad  by  tho  Chi of  of  Naval  Oparations 
and  tho  Commandant  of  tho  Marino  Corpa. 


11.  OUT 


UTION  AND 


POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH) 
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FY  1985  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


9.  INSTALLATION  AND  LOCATION/UIC :  MS3530 

MARCORPS  SECURITY  FORCE  BATTALION  ATLANTIC 
NORFOLK,  VIRGINIA 


S.  PROGRAM  ELEMENT 


4.  PROUECT  TITLE 


BACHELOR  ENLISTED  QUARTERS 


0202097M 


6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

721.11 

P-312 

8.  PROJECT  COST  ($000 
6,480 


a  COST  ESTIMATES 


ITEM 

U/M 

QUANTITY 

UNIT  COST 

COST 

($000) 

BACHELOR  ENLISTED  QUARTERS  . 

SF 

43,670 

3.810 

BUILDING  . 

SF 

31,610 

81 .00 

( 

2.560) 

ARMORY.  ADMIN.  TRNG,  AND  STORAGE  BUILDINGS  . 

SF 

12,060 

85.00 

( 

1,030) 

BUILT-IN  EQUIPMENT  . 

LS 

- 

- 

( 

220) 

SUPPORTING  FACILITIES . 

- 

- 

- 

2,010 

SPECIAL  CONSTRUCTION  FEATURES . 

LS 

- 

- 

( 

620) 

ELECTRICAL  UTILITIES  . 

LS 

- 

- 

( 

360) 

MECHANICAL  UTILITIES  . 

LS 

- 

- 

( 

340) 

PAVING.  SITE  IMPROVEMENT,  AND  OEkRILITION  .  . 

LS 

- 

- 

( _ 690) 

SUBTOTAL  . 

• 

- 

- 

5.620 

CONTINGENCY  (  5. OX) . 

• 

• 

290 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  8  OVERHEAD  (  6. OX)  .  . 

- 

- 

TOTAL  REQUEST . 

• 

- 

• 

6.480 

EQUIPMENT  PROVIDEO  FROM  OTHER  APPROPRIATIONS  . 

(NON-*  ADD) 

( 

0) 

10.  OESCRIPTION  OF  PROPOSED  CONSTRUCTION 

ThrM-story  r«1nforc«d  concrsta  and  msonry  building,  s1ng1»-story 
•mory  and  storaga  building;  39  t«fo-badroof*  modulaa  with  conMon  bath, 
laundrias,  nachanleal  aqulpmant  apaca,  pi  la  foundatlona,  noierata 
floora,  eonerata  roof,  flra  protaetlon  syataa,  fralght  alavator,  air 
conditioning,  utllltlaa,  parking,  and  daaolltlon  of  two  bulldinga. 
Grada  mix:  E1>E4  124,  E5  12,  E6-E8  2.  Total;  138. 


ADEQUATE : 


PN  SUBSTANDARD ; 


11.  REQUIREMENT: 

PROJECT : 

Conatpucta  a  bachalor  anllatad  quartars  to  accomnodata  138  paraonnal ,  and 
a  facility  to  housa  an  adminlatrativa  araa  for  10  paopla,  armory,  small 
arms  malntananea  shop,  and  classroom  spaca  for  176  paopla.  (Currant 
mission. ) 

REQUIREMENT: 

Adaquata  facllltlas  to  moot  tha  blllatlng,  administrativa,  waapons 
storaga  and  malntananea,  and  training  raquiramants  for  tha  Marina  Corps 
Sacurlty  Forea  Battalion  (MCSFBN).  Atlantic.  In  1987,  tha  315-nan  Flaat 
Anti -Tarror Ism  Sacurlty  Taam  (FAST)  Company,  was  fornad  to  provida 
sacurlty  to  tha  ships  and  stations  in  tha  Atlantic  Flaat  araa.  Tha 
addition  of  tha  FAST  company  raprasantad  an  Incraasad  damand  for 
facllltlas  supportad  by  tha  MCSFBN. 

CURRENT  SITUATION: 

To  accomnodata  tha  Initial  stand-up  of  FAST  Company,  room  was  mads 
avallabla  in  tha  axisting  MCSFBN  facllltlas  at  Naval  Station,  Norfolk, 
ponding  construction  of  a  naw  facility.  Those  facllltlas,  constructed 
during  World  War  II.  ware  not  designed  to  support  tha  additional 
billeting,  storage  and  administrative  raquiramants  of  FAST  Company  and 
overcrowding  has  occurred.  Overflow  blllatlng  for  MCSFBN  parsonnal  Is 
provided  at  various  locations  on  Naval  Station,  Norfolk,  whan  available. 
Fifty-Two  MCSFBN  bachalor  onl Istod  personnel  currently  racsiva  quartars 
allowance  and  live  on  the  economy  because  of  tha  shortage  of  blllatlng. 
Existing  administrative,  training,  armory,  and  storaga  facilities 

(CONTINUED  ON  00  1391C) 
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FY  1885  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALtATION  AND  LOCATION/UIC :  M53S30 

MARCORPS  SECURITY  FORCE  BATTALION  ATLANTIC  NORFOLK.  VIRGINIA 


4.  PROJECT  TITLE 

BACHELOR  ENLISTED  QUARTERS 


2.  DATE 


B.  PROJECT 


P-312 


11.  REQUIREMENT:  (CONTINUED) 

CURRENT  SITUATION:  (CONTINUED) 

cannot  aecownodato  tha  raqulramants  of  tha  MCSFBN  and  tha  FAST  Company. 


Tha  axiating  conditions  of  ovarcroMdlng  and  dlsparslon  of  parsonnal  will 
continua  to  datract  from  tha  affldancy  and  cohaslon  of  tha  MCSFBN. 


12.  SUPPLEMENTAL  DATA 

A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1180,  "FACILITY  PLANNING  AND  DESIGN  GUIDE.") 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED . 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1884 . 

(C)  DATE  DESIGN  3SX  COMPLETE  . 

(0)  DATE  DESIGN  COMPLETE  . 


04-83 

_ 45 

06-83 
OB -84 


(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN; 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


YES  NO  X 


(3)  TOTAL  COST  (C)  -  (A)  *  (B)  OR  (0)  (E):  (SOOO) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  250) 

(B)  ALL  OTHER  DESIGN  COSTS . ( _ Sfi) 

(C)  TOTAL .  300 

(0)  CONTRACT . (  270) 

(E)  IN-HOUSE . ( _ 3fi) 

(4)  CONSTRUCTION  START .  .  12-84 


(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 


DO  PORM  ItSIC 
1DEC7e 


PMX  NO. 


FY  1985  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  N62688 

NAVAL  STATION. 

NORFOLK.  VIRGINIA 


PERMANENT 


STUDENTS 


6.  PERSONNEL 
STRENGTH 

OFFICSI  m.lSTB>  CIVILIAN  OFFICEM  MISTB) 

m.  AS  OF  - 

09/30/93  3086  44036  2564  65  227 

b.  END  FY 

1999  4080  48018  2636  65  271 


7.  INVENTORY  DATA  ($000) 


m.  TOTAL  ACREAGE  (  155) 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  ..... 
m.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM  .... 

f.  PLANNED  IN  NEXT  HTHREE  PROGRAM  YEARS  . 

S.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


4.  COMMAND 

COMMANDER  IN  CHIEF. 
ATLANTIC  FLEET 


SUPPORTED 


2.  DATE 


S.  AKEA  CONSTR. 
COST  MOEX 


OFFICSI 

ENLISTS) 

375 

375 

1953 

1953 

228 . 220 
17.290 
16.430 
20.990 
62 . 460 
105.480 
450.870 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 

CATSaORY 

CODE  PROJECT  TITLE 

SCOPE 

COST 

MOM 

DESIGN  STATUS 
START  COMPLETE 

721.11 

BACHELOR  ENLISTED  QUARTERS 

147.600 

SF 

16.430 

04/93 

07/94 

TOTAL 

16,430 

A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  86): 

151.80 

OEPERMING  PIERS 

LS 

10.000 

04/93 

07/94 

165.10 

DREDGING 

225.000 

CY 

1.890 

04/83 

10/94 

831.15 

OILY  WST  COLLEC  SYS  (PH  I) 

LS 

9.000 

- 

- 

TOTAL 

20.990 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

721.11 

BACHELOR  ENLISTED  QUARTERS 

80.200 

SF 

22.000 

740.74 

CHILD  DEVELOPMENT  CENTER 

19.650 

SF 

2.250 

10.  MISSION  OR  MAJOR  FUNCTION 

Functions  as  tho  prliury  oparsting  bass  of  tha  Atlantic  Float,  hoaaport 
to  ovar  100  ships,  including  aircraft  carriers,  surfaca  escorts  and  othar 
combatants,  logistics  support  ships,  and  attack  submar inos.  This  station 
Is  tha  hub  of  tho  major  Tidauatar  Logistics  Complax  of  Hampton  Roads, 
Portsmouth,  Yorktown  and  Little  Croak.  Supporting  tha  following 
activities: 

Amphibious  Group  Naval  Air  Station 

Crulsar-Oastroyar  Group  Naval  Aviation  Depot  (to  ba  closed) 

Attack  Submarino  Squadrons  Nuclear  Weapons  Training  Center 

Float  Training  Cantor  Navy  Public  Works  Canter 

Shore  Intermediate  Maint.  Act.  Naval  Supply  Cantor 
Service  Group 


11.  OUTSTANDING  POLLUTION  AND  SAFETY  DEFICIENCIES:  (SOOO 

A:  POLLUTION  ABATEMENT  O 

B:  OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH);  O 
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1.  coMiKMerr 


FY  1885  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N62688 

NAVAL  STATION. 

NORFOLK,  VIRGINIA 


4.  PROJECT  TITLE 


BACHELOR  ENLISTEO  QUARTERS 


S.  PROGRAM  ELEMENT 

6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

8.  PROJECT  COST  ($000) 

0204886N 

721.11 

P-708 

16.430 

a  COST  ESTIMATES 


ITEM 

U/M 

QUANTITY 

UNIT  COST 

COST  ($000) 

BACHELOR  ENLISTED  QUARTERS  . 

SF 

147.600 

11.120 

BUILDING  . 

SF 

147.600 

74.00 

(  10.920) 

BUILT-IN  EQUIPMENT  . 

LS 

- 

- 

(  200) 

SUPPORTI^NG  FACILITIES . 

- 

- 

- 

3.640 

SPECIAL  CONSTRUCTION  FEATURES . 

LS 

- 

- 

(  450) 

ELECTRICAL  UTILITIES  . 

LS 

- 

- 

(  300) 

MECHANICAL  UTILITIES  . 

LS 

- 

- 

(  290) 

PAVING  AND  SITE  IMPROVEMENT . 

LS 

- 

- 

(  600) 

DEMOLITION  . 

LS 

- 

- 

(  2.000) 

SUBTOTAL  . 

- 

• 

- 

14.760 

CONTINGENCY  (  S.OX) . 

- 

- 

- 

740 

TOTAL  CONTRACT  COST . 

- 

- 

- 

15.500 

SUPERVISION.  INSPECTION  8  OVERHEAD  (  6. OX)  .  . 

- 

- 

- 

930 

TOTAL  REQUEST . 

- 

- 

- 

16.430 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS  . 

(NON- ADD) 

(  0) 

10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Six-story  concrots  msonry  building  with  brick  facing,  pile  foundations, 
concrata  floor  slabs,  built  up  roof  on  concrata  roof  dock,  alavators. 
sprinklars.  fira  alam  systan.  air  conditioning,  utllltlas;  180  two-room 
Nodulas  with  common  bath,  laundry,  racraatlonal ,  storago,  and  machanlcal 
spacas;  damolltlon  of  axisting  buildings. 

Qrada  Mix:  720  E1-E4.  Total:  720. 


ADEQUATE 


11.  REQUIREMENT: 

PROJECT : 

Provldas  adaquata  blllating  for  720  anllstad  porsonnal . 
mission.)  (Currant  mission. ) 


SUBSTANDARD : 
(Currant 


Adaquata  housing  for  720  anllstad  parsonnal  who  ara  assignsd  to 
shora-basad  units  at  tha  Naval  Station.  Futura  projacts  will  addrass 
ramalning  bachalor  quartars  dsf Iclanclas. 

CURRENT  SITUATION: 

Naval  Basa  policy  Is  to  hava  E1-E4  parsonnal  llva  on-basa.  Highar  ratad 
parsonnal  ara  ancouragad  to  llva  In  privata  housing.  Tha  lack  of 
sufficient  on-base  housing  requires  El-E4's  to  live  in  off-baso  housing, 
thus  Incurring  transportation  costs  and  quality  of  Ufa  problems.  This 
project  raplacas  thraa  existing  bachelor  anllstad  quartars.  which  wara 
built  In  tha  1830-1940  timeframe  and  ara  severely  deficient  In  currant 
quality  of  life  standards.  Tha  Interiors  ara  configured  for  open-bay 
berthing  with  gang  heads  and  sho«#ars.  there  Is  no  central  air 
conditioning,  and  the  facilities  have  unacceptably  high  recurring 
maintananca  costs. 

IMPACT  IF  NOT  PROVIDED: 

Space  will  not  ba  available  to  accommodate  personnel  assigned  to  this 
activity.  Tha  continued  deficit  will  advarsaly  impact  quality  of  life. 


629)  PN 
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NAVV 


3.  INSTALLATION  AND  LOCATION/UIC :  N62688 
NAVAL  STATION.  NORFOLK.  VIRGINIA 


4.  RROUECT  TITLE 

BACHELOR  ENLISTED  QUARTERS 


12.  SUPPLEMENTAL  DATA: 


FY  1886  MILITARY  CONSTRUCTION  PROGRAM 


e.  PROJECT 
P-708 


A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1190.  ‘FACILITY  PLANNING  AND  DESIGN  GUIDE.") 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED .  04-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994 .  4^ 

(C)  DATE  DESIGN  35X  COMPLETE .  09-93 

(D)  DATE  DESIGN  COMPLETE .  07-94 


(2)  BASIS: 

(A)  STANOARO  OR  DEFINITIVE  OESIGN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


YES  NO  X 


(3)  TOTAL  COST  (C)  ■  (A)  ♦  (B)  OR  (0)  ♦  (E):  (SOOO) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  886) 

(B)  ALL  OTHER  DESIGN  COSTS . (  693) 

(C)  TOTAL .  1.478 

(0)  CONTRACT . (  1,314) 

(E)  IN-HOUSE . (  164) 


(4)  CONSTRUCTION  START. 


•  •  •  11-94 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 


tyT*"';v"3%j 


FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  M00264 

MARINE  CORPS  COMBAT  DEVELOPMENT  COMMAND. 
OUANTICO,  VIRGINIA 


i.  PERSONNEL 
STRENGTH 

F 

>ERMANEN1 

r 

STUDENTS 

a.  AS  OF 

GS 

Ba.l8TEO 

CIVILIAN 

OFFICER 

BAISTED 

09/30/93 
b.  END  FY 

629 

2559 

1011 

1512 

1173 

1999 

138 

1304 

2018 

986 

1173 

4.  COMMAND 

COMMAM3ANT  OF  THE 
MARINE  CORPS 


SUPPORTED 


S.  M£A  cotism 
COST  aa>Ex 


7.  INVENTORY  DATA  ($000) 


(  60,484) 


a.  TOTAL  ACREAGE  (  i 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

c.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


305 . 990 
23 . 544 
19,900 
12,300 
13,340 
3,320 
378 . 394 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATEGORY 

coot 

831 . 10 


SEWAGE  TREAT  PLNT  UPGRADE 
TOTAL 


19.900 

19.900 


DESIGN  STATUS 
START 

04/93  10/94 


10.  M 


OR  FUNCTIONS: 

ORVRiop,  in  coordination  with  agonclos  and  ropraaontat 1 vaa  of  othar 
aarvlcaa,  tha  doctrina.  tactica.  taehniquaa  and  aqulpmant  aaployad  by 
landing  forcaa  In  aaphlbloua  oparatlona;  aupport  Marina  Corpa  raqulramanta 
for  long  ranga  planning  by  idantlfylng  raquirad  atudy  araaa  and  by 
Initiating  atudy  of  auch  araaa,  in  coordination  with  othar  govarnnant  and 
civilian  contract  atudy  of  aganclaa;  education  officara  In  tha  prlnclplaa, 
tactica  and  taehniquaa  of  warfare,  with  particular  anphaala  on  the  landing 
force  aapacta  of  aaphlbloua  oparatlona  In  air-ground  coabat  forcaa  of  tha 
Marina  Corpa;  aducata  ataff  nonconmlaalonad  with  tha  raquialta 
raaponalbl 1 Itlaa;  axarclae  aeadamic  auparvlalon  ovar  all  Marina  Corpa 
foraal  achoola  (leaa  racrult  training);  and  othar  functiona  aa  diractad 
by  tha  Coamandant  of  tha  Marina  Corpa. 


11.  OUTSTANDING  POLLUTION  AND  SAFETY  DEFICIENCIES 

A:  POLLUTION  ABATEMENT  36,870 

B:  OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH):  1.100 
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FA(3E  NO. 


83 


PAQE  NO. 


2.  DATE 


3.  installation  and  LOCATION/UIC:  N00251 

PUGET  SOUND  NAVAL  SHIPYARD. 

BREMERTON.  WASHINGTON 


6.  PERSONNEL 
STRENGTH 

A.  AS  OF 
09/30/93 
b.  EM)  FV 
1999 


PERMANENT 


STUDENTS 


4.  COMMAW) 

NAVAL  SEA  SYSTEMS 
C 


SUPPORTED 


5.  ADEA  COMTR 
COST  INDEX 


civilian!  OFFICa  enlisted  civilian  OfFICBI  Ba.lSTED  CIVILIAN 


385 

5581 

713 

8537 

7.  INVENTORY  DATA  ($000) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTWRIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 
f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 
Q.  REMAINING  DEFICIENCY . 


1.595) 


h.  GRAND  TOTAL . 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATEGORY 

COPE 

841 . 10 
932 . 20 


INDUS  WASTEWATER  TREAT  FAC 
UTILS  ft  SITE  IMPRVS 
TOTAL 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 
852.10  FLT  SPT  FACS/PARKING 
213.60  METAL  PREP  FAC  IMPROVES 
TOTAL 

8.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

NONE 


25.500  SF 
1  EA 


3.200 

7.840 

11,040 


7.060 

2.699 

9.660 


439 . 780 
69,700 
1 1 .040 
9.660 
0 

47,791 

577,971 


DESIGN  STATUS 
START 

02/93  07/94 
01/91  03/92 


07/91  10/92 


Maintananca  and  ovarhaul  of  aurfaca  ahlpa  up  to  and  including  attack 
carriars,  and  attack  and  float  ballistic  alsalla  submarinas.  Logistic 
support  providad  includas  convarslon,  ovarhaul,  rapalr,  altoratlons. 
and  drydocking  of  surface  ships  and  modarn  submarinas.  The  yard  also 
provides  support  for  air  and  submarine  warfare  weapon  systems.  Homaport 
to  aircraft  carrier,  two  cruisers  and  two  ammunition  ships. 


11.  OUTSTANDING  POLLUTION  AND  SAFETY  DEFICI 
A:  POLLUTION  ABATEMENT 

8:  OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 
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FY  1995  MtUTARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  installation  and  LOCATION/UIC:  N002S1 

PUGET  SOUND  NAVAL  SHIPYARD, 
BREMERTON.  WASHINGTON 


4.  PROJECT  TITLE 

UTILITIES  AND  SITE 
IMPROVEMENTS 


5.  PROGRAM  ELEMENT 

6.  CATEGORY  COOE 

7.  PROJECT  NUMBER 

8.  PROJECT  COST  ($000) 

030444 IN 

932 . 20 

P-2B5 

7.840 

a  COST  ESTIMATES 


UTILITIES  AND  SITE  IMPROVEMENTS . 

SUBTOTAL  . 

CONTINGENCY  (  5.0X) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  9  OVERHEAD  (  6. OX)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIOEO  FROM  OTHER  APPROPRIATIONS 


U/M  QUANTITY  UNIT  COST  COST  ($000) 


7.0SO 

7.050 

350 

7.400 

440 

7,840 


(NON-ADO)( 


10.  DESCRIPTION  OF  PROPQSEO  CONSTRUCTION 

Utility  connactlons  and  laprovaHwnts.  sanitary  ss««ar.  potabla  watar, 
alaetrleal  distribution,  taloeoswunl eat Ions,  natural  gas;  stora  drainaiya, 
grading,  paving;  utility  connaction  fsas. 


REQUIREMENT: 

PTOVEgT; 

Provldas  major  sits  and  main  utility  corridor  improvomsnts  and 
eonnactlons,  on  land  purchasad  by  a  pravlous  military  construction 
project.  (Now  mission. ) 

REQUIREMENT; 

Adoquata,  dovolopod  property  Is  needed  for  construction  of  Fleet  support, 
parking  and  recreation  facllittea.  Existing  support  facilities  in  the 
shipyard  are  already  operating  at  maximum  capacity  with  no  land  available 
for  the  necessary  expanalon.  The  typical  complement  of  ships  In  overhaul 
Is  six  submarines,  two  cruisers  and  ona  aircraft  carrier.  Currently,  two 
large  fast  combat  support  ships  and  ona  cruiser  are  permanently 
homoportad  hare.  In  addition,  one  more  cruiser  and  two  new  AOE-6  Class 
ships  will  be  homoportad  at  this  shipyard  in  the  future,  pending  the 
outcome  of  an  anvironmantal  study.  Those  additions  bring  the  base 
loading  to  about  9,000  active  duty  military  personnel,  exacerbating  the 
already  ovartaxad  support  facilities  situation.  Development  of  the  land 
is  critical  to  orovldlng  adequate  support  for  the  fleet. 


Existing  recreational  facilities  are  Inadequate,  overcrowded,  and  rapidly 
deteriorating  because  of  heavy  usage.  Construction  of  additional  support 
facilities  at  the  shipyard  has  been  constrained  by  the  lack  of 
developable  land  on  which  to  build.  The  land  pravlously  purchased 
consists  of  125  parcels  Including  single  and  multi-family  residences  and 
commsrclal  establishments,  plus  streets  and  alleys.  All  of  the 
structures,  except  those  which  may  be  of  value  to  Fleet  support 
operations,  will  be  demolished.  Although  some  of  the  existing  utilities 
and  site  work  may  be  salvageable,  major  site  Improvements  such  as 


(CONTINUED  ON  DO  1391C) 
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1.  eOMPOMPIT 

NAVY 

FY  1895  MILITARY  CONSTRUCTION  PROGRAM 

2.  DATE 

3.  INSTALLATION  AND  LOCATION/UIC :  N002S1 

PUGET  SOUND  NAVAL  SHIPYARD.  BREMERTON.  WASHINGTON 

4.  PROJECT  TITLE 

UTILITIES  AND  SITE  IMPROVEMENTS 

8.  PROJECT  WUMBCT 

P-295 

11.  REQUIREMENT:  (CONTINUED) 

CURRENT  SITUATION:  (CONTINUED) 

landscaping  and  utility  improvaffiants,  and  connactlons  Ilka  a 
staan/ut 1 1 1 ty  corridor  and  aaaar  raconat ruction,  ara  naadad  for  tha 
proposad  Navy  usaga. 

IMPACT  IF  NOT  PROVIDED: 

tand  with  adaquata  utility  mains  on  which  to  construct  badly  naadad 
parking,  racraatlonal  and  homaport  Flaat  support  facllltlaa  will  not  ba 
aval  labia  at  tha  shipyard.  Tha  shipyard  cannot  provida  adaquata  support 
to  tha  Flaat  without  tha  proposad  davalopmant  Including  tha  utility 
mains  and  sita  Improvamanta . 


2.  SUPPLEMENTAL  DATA: 

A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1190.  “FACILITV  PLANNING  AND  DESIGN  GUIDE.*) 


STATUS: 

(A)  DATE  DESIGN  STARTED . 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994. 

(C)  DATE  DESIGN  3SX  COMPLETE  . 

(0)  DATE  DESIGN  COMPLETE  . 


BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


YES  NO  X 


TOTAL  COST  (C)  -  (A)  ♦  (B)  OR  (0)  ♦  (E):  ($000) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  400) 

(S)  ALL  OTHER  DESIGN  COSTS . (  300) 

(C)  TOTAL .  700 

(D)  CONTRACT .  (  670) 

(E)  IN-HOUSE .  ( _ 30) 


(4)  CONSTRUCTION  START. 


.  .  .  ia-94 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 
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FY  1895  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  N00255EV 

NAVAL  STATION, 

EVERETT,  WASHINGTON 


5.  PERSONNEL 
STRENGTH 

A.  AS  OF 
09/30/93 
b.  END  FY 
1999 


PERMANENT 


STUDENTS 


COMMAND 

COMMANDER  IN  CHIEF, 
PACIFIC  FLEET 


SUPPORTED 


2.  DATE 


S.  AREA  CONSTR. 
COST  INDEX 


OFFICER  ENLISTED  CIVILIAN  OFFICER  BN.ISTED  CIVILIAN 


7.  INVENTORY  DATA  13000) 

a.  TOTAL 

ACREAGE  ( 

322) 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  83  . 

25,200 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

. 

80,237 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 

. 

2 1 , 690 

e.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM  .  .  . 

0 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

. 

59,700 

g.  REMAINING  DEFICIENCY . 

.  . 

48,200 

h.  GRAND  TOTAL . 

235,027 

8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 

CATROORY 

COST 

DESIGN  STATUS 

COOE 

PROJECT  TITLE 

soon 

START 

721.11 

BACHELOR  ENLISTED  QUARTERS 

47,560 

SF 

7,450 

04/93 

07/94 

740.74 

CHILD  DEVELOPMENT  CENTER 

12,310 

SF 

2,900 

07/93 

08/94 

740.42 

FLEET  RECREATION  CENTER 

16,800 

SF 

3,000 

07/93 

08/94 

831 .41 

HAZ  WASTE  STGE  8  TRANS  FAC 

7,300 

SF 

1,500 

07/93 

09/94 

740.43 

PHYSICAL  FITNESS  FACS 

33,750 

SF  _ 

6.840 

06/83 

07/94 

TOTAL 

21,690 

A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  86): 

NONE 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

151.20  BERTHING  PIER 
213.30  SHORE  INTER  MAINT  FAC 

171.20  DC  TRAINER 

171.20  FIRE  FIGHTING  TRNG  FAC 

643.20  FIRE  PROTECTION  PUMP  STAT 


BERTHING  PIER 

1,350 

LF 

17,200 

SHORE  INTER  MAINT  FAC 

118,000 

SF 

20,600 

DC  TRAINER 

LS 

2,000 

FIRE  FIGHTING  TRNG  FAC 

LS 

15,000 

FIRE  PROTECTION  PUMP  STAT 

8,500 

GM 

4,800 

10.  MI 


ProvIO*  hoiMport  facllltlas  and  logistic  support  for  an  Aircraft  Carrisr 
Battio  Group  to  bs  asslgnad  to  this  now  strategic  homoport.  Provide 
harbor  and  waterfront  facilities,  exchange,  personnel  support,  athletic 
and  recreational,  berthing,  and  messing  services.  One  CVN  and  six 
surface  combatants. 


ING  POLLUTION  AND  SAFETY  DEFICIENCIE 


POLLUTION  ABATEMENT 
OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH):  O 
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NAVV 


FY  1895  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N002SSEV  4.  PROJECT  TITLE 

NAVAL  STATION,  BACHELOR  ENLISTED  QUARTERS 

EVERETT.  WASHINGTON 

5.  PROGRAM  ELEMENT  6.  CATEGORY  CODE  7.  PROJECT  NUMBER  8.  PROJECT  COST  ($000 

0204786N  721.11  P-0B3  7,450 


S.  COST  ESTIMATES 


ITEM 

U/M 

QUANTITY 

UNIT  COST 

- 1 

COST  ($000) 

BACHELOR  ENLISTED  QUARTERS  . 

SF 

47.560 

5,180 

BUILDING  . 

SF 

47,560 

100.00 

(  4.760) 

BUILT-IN  EQUIPMENT  . 

LS 

- 

- 

(  430) 

SUPPORTING  FACILITIES . 

- 

*- 

- 

1.500 

SPECIAL  CONSTRUCTION  FEATURES . 

LS 

- 

- 

(  500) 

UTILITIES . 

LS 

- 

- 

(  500) 

PAVING  AND  SITE  IMPROVEMENT . 

LS 

- 

- 

(  500) 

SUBTOTAL  . 

- 

- 

- 

6.690 

CONTINGENCY  (  5. OX) . 

- 

- 

340 

TOTAL  CONTRACT  COST . 

- 

- 

- 

7.030 

SUPERVISION,  INSPECTION  $  OVERHEAD  (  G.OX)  .  . 

- 

- 

- 

420 

TOTAL  REQUEST . 

- 

- 

- 

7,450 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS  . 

(NON- ADO) 

! 

(  0) 

10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

S«v«n-$tory.  p11«-aupport«d.  ralnforcad  eoncrat*  RhMr  wall  building, 
eaat'in-placa  conerata  floora  and  roofa.  Mata1*a1opad  roof,  concrata 
axtarlor  walla;  SB  two-badrooi*  aodulaa.  lobby,  lounga,  laundry, 
adMlnlatratlva  offleaa.  atoraga  rooa;  aachanical  rooo  and  two  alavatora; 
vantllatlon  and  boating  ayataa,  firo  protoctlon  ayatom,  utllltloa,  and 
pttrkinQ. 

Grada  alx:  BB  E1-E4.  4B  ES>EG.  12  E7-E8.  Total:  14B. 

11.  REQUIREMENT:  23BTn  ADEQUATE:  6~PN  SUBSTANDARD:  O  PN 

PR0s2E£I: 

Provida  adoquato  blllatlng  for  14B  unacconpaniad  paraonnal .  (Now 
Mlaalon. ) 

REQUIREMENT: 

Adoquato  facllltlaa  to  aupport  ahora-baaad  unita  wbleb  will  aupport  tha 
hoaaportlng  of  a  earrior  battio  grot^  eonalating  of  tha  Nialtz-claaa 
earrior,  aaaoclatod  eoabatant  ablpa,  and  a  vlalting  doatroyor-tondor . 

A  follow-on  projoet  will  provida  additional  rooaa  to  naat  tbo  barracka 
roqulraaont. 

CURRENT  SITUATION: 

No  facllltlaa  oxiat  at  Evarott  to  provida  onllatod  quartora. 

IMPACT  IF  NOT  PROVIDED: 

Navy  onllatod  paraonnal  will  ba  roquirod  to  find  aeeoanodatlonx  In  tha 
privata  aactor  at  a  high  coat. 

(CONTINUED  ON  00  1391C) 
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FY  1895  MILITARY 


3.  INSTALLATION  AND  LOCATION/UIC:  N002S5EV 


PROGRAM 


2.  DATE 


NAVAL  STATION.  EVERETT.  WASHINGTON 


4.  PROJECT  TITLE 


S.  mOJKCT 


BACHELOR  ENLISTED  QUARTERS 


2.  SUPPLEMENTAL  DATA: 


P-083 


A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1180.  'FACILITY  PLANNING  AND  DESIGN  GUIDE.*) 

(1)  STATUS; 

(A)  DATE  DESIGN  STARTED .  04-83 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994 .  6Q 

(C)  DATE  DESIGN  3SX  COMPLETE .  08-83 

(D)  DATE  DESIGN  COMPLETE .  07-84 

(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN:  YES  NO  X 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED:  _ 

(3)  TOTAL  COST  (C)  -  (A)  (B)  OR  (0)  (E):  (SOOO) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . ( _ 65) 

(B)  ALL  OTHER  DESIGN  COSTS . ( _ Afi) 

(C)  TOTAL .  105 

(0)  CONTRACT . ( _ gg) 

(E)  IN-HOUSE . ( _ 40) 


(4)  CONSTRUCTION  START. 


.  .  .  ._,lg-p4 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 


DO  FORM  iniC 
10EC76 
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FY  1885  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC;  N002S5EV 

NAVAL  STATION. 

EVERETT.  WASHINGTON 


5.  PROGRAM  ELEMENT 


0204786N 


4.  PROJECT  TITLE 


CHILD  DEVELOPMENT  CENTER 


6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

740.74 

P-305 

8.  PROJECT  COST  ($000 
2.800 


9.  COST  ESTIMATES 

ITEM 

U/M 

QUANTITY 

UNIT  COST 

COST  ($000) 

CHILD  DEVELOPMENT  CENTER  . 

SF 

12.310 

112.00 

1.380 

SUPPORTING  FACILITIES . 

- 

- 

• 

1.230 

SPECIAL  CONSTRUCTION  FEATURES . 

LS 

- 

- 

(  500) 

ELECTRICAL  UTILITIES  . 

LS 

- 

- 

(  200) 

MECHANICAL  UTILITIES  . 

LS 

- 

- 

(  300) 

PAVING  AND  SITE  IMPROVEMENT . 

LS 

(  230) 

SUBTOTAL  . 

- 

- 

2.610 

CONTINGENCY  (  S.OX) . 

130 

TOTAL  CONTRACT  COST . 

- 

- 

2.740 

SUPERVISION,  INSPECTION  $  OVERHEAD  (  6. OK)  .  . 

- 

- 

- 

160 

TOTAL  REQUEST . 

- 

- 

- 

2.800 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS  . 

(NON- ADD) 

(  0) 

10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

On«-*tory  stMl  fran*  and  Maaonry  atruetura.  plla  aupportad  eonerata 
foundation,  alopad  atanding-rib  natal  roof,  pracaat  eonerata  axtarior 
walla  with  aggragata  finlah:  daaignad  to  raaiat  Zona  3  aalamic  foreaa; 
haating,  fira  protaetlon  ayatan,  vantllatlon,  utllltlaa,  fanead  outdoor 
play  araa,  and  parking. 


ADEQUATE : 


SUBSTANDARD: 


1.  REQUIREMENT: 

PROJECT; 

Providoa  a  child  davalopnant  eantar  to  aecownodata  164  ehlldran. 

(Now  nlaalon). 

REQUIREMENT: 

Adaquata  child  caro  facllltlaa  to  aupport  paraonnal  at  thia  carriar 
battia  group  howaport .  A  child  davalopnant  eantar  providaa  auparvlaad 
eara  for  infanta,  pro-aehool,  and  achool-aga  ehlldran  In  a  connon 
facility,  on  a  regularly  achedulad  or  a  drop-in  baala,  whan  paranta  are 
anployad  or  at  tinea  whan  the  family  la  unable  to  care  for  them.  Child 
development  canters  are  a  naeaaaary  alamant  In  today's  environment  as 
their  availability  alleviates  many  problems  incurred  by  military  parents 
who  ara  single,  who  both  work,  or  who  hava  other  special  naads.  These 
canters  make  the  quality  of  Ufa  more  appealing  to  military  personnel  and 
their  dependants. 


Thera  are  no  child  caro  facilities  at  this  station. 

IMPACT  IF  NOT  PROVIDED: 

The  lack  of  adequate  child  care  facilities  Is  a  dotrlmont  to  tha  walfara 
and  morale  of  parsonnal  and  adversely  affects  quality  of  life. 


(CONTINUED  ON  DO  1381C) 
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FY  1885  MiLrrARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALUATION  AND  LOCATION/UIC :  N002SSEV 
NAVAL  STATION.  EVERETT.  WASHINGTON 


4.  PROJECT  TITLE 

CHILD  DEVELOPMENT  CENTER 


2.  SUPPLEMENTAL  DATA: 


S.  mOJICT 


P-305 


A.  ESTIMA.'ED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1180.  'FACILITY  PLANNING  AND  DESIGN  GUIDE.') 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED .  07-83 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1884 .  2S 

(C)  DATE  DESIGN  35X  COMPLETE .  10-83 

(0)  DATE  DESIGN  COMPLETE .  08-84 


(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


YES  MO  X 


(3)  TOTAL  COST  (C)  -  (A)  *  (B)  OR  (0)  *  (E):  (8000) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  ISO) 

(B)  ALL  OTHER  DESIGN  COSTS . (  115) 

(C)  TOTAL .  265 

(D)  CONTRACT . (  225) 

(E)  IN-HOUSE . ( _ 42) 


(4)  CONSTRUCTION  START. 


.  .  .  11-84 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 


00  roiM  1S91C 
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FY  1895  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATICm  AND  LOCATION/UIC :  N00255EV 

NAVAL  STATION, 

EVERETT,  WASHINGTON 


4.  PROJECT  TITLE 


FLEET  RECREATION  CENTER 


5.  PROGRAM  ELEMENT 


0204796N 


6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

740.42 

P-207 

8.  PROJECT  COST  ($000 
3,000 


a  COST  ESTIMATES 


U/M  QUANTITY  UNIT  COST  COST  ($000) 


FLEET  RECREATION  CENTER . 

BUILDINGS . 

BUILT-IN  EQUIPMENT  . 

SUPPORTING  FACILITIES . 

SPECIAL  CONSTRUCTION  FEATURES . 

UTILITIES . 

PAVING  AND  SITE  IMPROVEMENT . 

SUBTOTAL  . 

CONTINGENCY  (  S.OK) . 

TOTAL  CONTRACT  COST . 

SUPERVISION,  INSPECTION  $  OVERHEAD  (  B.OK)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS 


113.00 


(N0N-AD0M( 


2.200 

(  1,900) 

(  300) 

500 
(  70) 

(  180) 

(  250) 

2,700 

_ 142 

2.840 

ISO 

3,000 

0) 


10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Orw-story  atMl -f  raiMd  and  masonry  structura,  pi  la  aupportad  eoncrata 
foundation,  brick  axtarlor  walls,  aatal-framad  with  sloped  standing  rib 
roofing;  seismic  features;  recreation  gear  Issue  storage;  racquet  courts; 
reading  and  meeting  areas:  fire  protection  system,  utilities,  and 
parking. 


ADEQUATE: 


SUBSTANDARD : 


1.  REQUIREMENT: 

PRS)J££I: 

Provides  a  facility  to  house  a  variety  of  recreational  opportunities 
specifically  geared  to  support  both  ship  and  shore-based  military 
personnel.  (New  mission. ) 

SI2MtB.gMaiT; 

Facility  will  support  the  recreational  needs  of  approximately  5,800 
military  personnel  associated  with  the  homeportlng  of  a  carrier  battle 
group  consisting  of  a  Nimitz-class  aircraft  carrier  and  associated 
combat  ships  at  Everett. 


There  are  no  facilities  at  this 
sailors  assigned  to  Everett. 


homeport  to  provide  recreation  to  the 


Without  this  project,  personnel  would  have  to  travel  off-site  to  seek 
recreational  opportunities.  Off-site  facilities  in  the  community  are  not 
adequate  or  do  not  exist  to  meet  the  Navy's  need  for  recreation.  This 
would  create  a  transportation  problem  for  many  and  Increased  Impacts  on 
tha  local  community.  In  addition,  morale  and  quality  of  life  would  be 
adversely  affected. 

(CONTINUED  ON  DO  1391C) 
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NAVY 

FY  1898  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N002SSEV 
NAVAL  STATION,  EVERETT.  WASHINGTON 


4.  PROJECT  TITLE 

FLEET  RECREATION  CENTER 


12.  SUPPLEMENTAL  DATA: 


S.  PROJECT 
P-207 


A.  ESTIMATED  DESIGN  DATA;  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1190.  'FACILITV  PLANNING  AND  DESIGN  GUIDE.") 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED .  07-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994 .  . 

(C)  DATE  DESIGN  3B%  COMPLETE .  11-93 

(D)  DATE  DESIGN  COIVLETE .  08-94 

(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN:  YES  NO  X 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED:  _ 

(3)  TOTAL  COST  (C)  -  (A)  (B)  OR  (0)  (E):  (9000) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  IBP) 

(B)  ALL  OTHER  DESIGN  COSTS . (  270) 

(C)  TOTAL .  480 

(0)  CONTRACT . (  420) 

(E)  IN-HOUSE . ( _ 30) 


(4)  CONSTRUCTION  START. 


•  •  •  11-94 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 


DO  FORM  iniC 
IDBCTB 
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FY  1885  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC ;  N002SSEV 

NAVAL  STATION, 

EVERETT,  WASHINGTON 


4.  PROJECT  TITLE 

HAZARDOUS  WASTE  STORAGE  AND 
TRANSFER  FACILITY 


5.  PROGRAM  ELEMENT 

6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

8.  PROJECT  COST  ($000) 

02O4786N 

831.41 

P-OB4 

1,500 

a  COST  ESTIMATES 


ITEM 

U/M 

QUANTITY 

UNIT  COST 

COST  ($000) 

HAZARDOUS  WASTE  STORAGE  AND  TRANSFER  FAC  .  .  . 

SF 

7,300 

* 

740 

BUILDING  . 

SF 

7,300 

88.00 

(  640) 

BUILT-IN  EQUIPMENT  . 

LS 

- 

- 

(  100) 

SUPPORTING  FACILITIES . 

- 

- 

- 

600 

SPECIAL  CONSTRUCTION  FEATURES . 

LS 

- 

- 

(  220) 

UTILITIES  AND  SITE  IMPROVEMENT  . 

LS 

- 

- 

(  380) 

SUBTOTAL  . 

- 

- 

- 

1,340 

CONTINGENCY  (  5. OK) . 

• 

• 

• 

70 

TOTAL  CONTRACT  COST . 

- 

- 

- 

1 ,410 

SUPERVISION,  INSPECTION  8  OVERHEAD  (  6. OX)  .  . 

- 

- 

- 

_80 

TOTAL  REQUEST . 

- 

- 

1,500 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS  . 

(NON-ADD) 

(  O) 

10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

S1nol8*’8tery  stMl  and  eonerats  facility,  plla  foundation,  rainforead 
concrota  floor  alab,  alopod  natal  roof,  firaproof  partitions,  bams  and 
floor  catehaant  basins  eovarad  with  aatal  gratas;  hazardous  natorlals 
storaga  am.  aaarganey  aya  wash  and  an  sasrganey  dslugs  showar.  two 
foulad  clothing  changing  and  shower  areas  with  restroom,  packing 
materials  storaga  area,  chanlcals  tost  ares,  and  an  office;  two-ton 
capacity  traveling  bridge  crane,  positive  pmssuro  ventilation,  zoned 
heating  system,  fire  protection  system,  explosion  proof  lighting  and 
recaptaclos.  utilities,  loading  dock  with  hydraulic  dock  levalar,  and 
parking. 


ADEQUATE 


SF  SUBSTANDARD: 


REQUIREMENT; 

PROJECT: 

Constructs  a  hazardous  waste  storage  and  transfer  facility  to  provide 
temporary  storage  of  hazardous  tmste  waiting  pick  up  by  a  disposal 
contractor.  (Now  mission. ) 

REQUIREMENT: 

Adequate  facilities  to  provide  temporary  storage  of  hazardous  wastes 
gonoratad  by  battle  group  ships  and  the  industrial  complax.  This  base 
supports  tha  homaporting  of  a  carrier  battle  group  consisting  of  the 
Nimitz-class  carrier  and  associated  combatant  ships.  Environmental 
regulations  of  the  State  of  Washington  and  the  Federal  Government 
require  the  provision  of  this  type  of  facility. 


There  are  no  facilities  at  this  station  that  can  receive,  handle,  and 
temporarily  store  hazardous  wastes.  The  storage  of  hazardous  waste  Is  an 
operational  requirement  In  support  of  the  carrier  battlegroup  to  be 
homaported  at  Evaratt. 


This  station  will  not  have  an  environmental ly-saf a  facility  to  store 
hazardous  wastes,  violating  federal  and  state  requirements. 


(CONTINUED  ON  00  1381C) 
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1. 


NAVY 


FY  1S9S  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N0029SEV 
NAVAL  STATION.  EVERETT.  WASHINGTON 


3.  SUPPLEMENTAL  DATA: 

A.  ESTIMATED  DESIGN  DATA;  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1190.  'FACILITY  PLANNING  AND  DESIGN  GUIDE.') 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED . 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994 

(C)  DATE  DESIGN  35%  CO«»LETE  . 

(0)  DATE  DESIGN  COMPLETE  . 

(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN;  YES  NO  X 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 

(3)  TOTAL  COST  (C)  -  (A)  *  (B)  OR  (0)  *  (E): 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS 

(B)  ALL  OTHER  DESIGN  COSTS  . 

(C)  TOTAL . 

(0)  CONTRACT . 

(E)  IN-HOUSE  . 

(4)  CONSTRUCTION  START .  12-94 

(MONTH  AND  YEAR) 

B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 


(SOOO) 


S.  FNOJtCT  NUMHR 
P-094 


4.  PROJECT  TITLE 

HAZARDOUS  WASTE  STORAGE  AND  TRANSFER  FACILITY 


DO  FORM  1M1C 
1DBC7B 


PAGE  NO. 


99 


FY  1805  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N002SSEV 

NAVAL  STATION. 

EVERETT.  WASHINGTON 


4.  PROJECT  TITLE 


PHYSICAL  FITNESS  FACILITIES 


5.  PROGRAM  ELEMENT 


6.  CATEGORY  CODE 


7.  PROJECT  NUMBER 


8.  PROJECT  COST  ($000 


0204786N 


740.43 


6.840 


S.  COST  ESTIMATES 

ITEM 

U/M 

QUANTITY 

UNIT  COST 

COST  ($000) 

PHYSICAL  FITNESS  FACILITIES . 

SF 

33.750 

• 

4.440 

BUILDING  . 

SF 

33.750 

88.00 

(  3,310) 

OUTDOOR  RECREATION  FACILITIES . 

LS 

- 

- 

(  1.000) 

BUILT-IN  EQUIPMENT  . 

LS 

- 

- 

(  130) 

SUPPORTING  FACILITIES . 

- 

- 

- 

1.700 

SPECIAL  CONSTRUCTION  FEATURES . 

LS 

- 

- 

(  850) 

UTILITIES . 

LS 

- 

- 

(  250) 

PAVING  AND  SITE  IMPROVEMENT . 

LS 

- 

- 

(  GOO) 

SUBTOTAL  . 

- 

• 

- 

6,  140 

CONTINGENCY  (  5. OX) . 

• 

• 

• 

310 

TOTAL  CONTRACT  COST . 

- 

- 

6.450 

SUPERVISION.  INSPECTION  $  OVERHEAD  (  6. OX)  .  . 

- 

- 

- 

380 

TOTAL  REQUEST . 

- 

- 

- 

6.840 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS  . 

(NON-AOD) 

(  0) 

10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

High-bay  staal  and  aaaonry  building,  plla  foundation,  fira  protaction 
oystam.  utllltlaa:  gyanaalua,  racquatball  eourta,  wight  rooa  and  support 
faellltlas;  outdoor  tannis  and  baskatball  courts,  softball  and 
football/aoccar  flalds,  and  a  Jogging  path. 


ADEQUATE: 


SF  SUBSTANDARD: 


REQUIREMENT : 

PRSilESI: 

Providas  Indoor  and  outdoor  physical  fltnass  faellltlas.  (Now  alsslon.) 
REQUIREMENT; 

Adaquata  and  proparly-conf Igurad  facility  to  support  tha  conditioning 
and  raeraatlonal  naods  of  approxlMtaly  5.800  allltary  parsonnal  and 
dapandanta  assoclatod  with  tha  hoaaportlng  of  a  carriar  battlagroup 
consisting  of  a  Nialtz-elass  aircraft  carriar  and  assoclatad  coabat  ships 
at  Evaratt. 


No  faellltlas  oxist  to  aaot  physical  fltnass  and  conditioning 
raqulraaonts.  Faellltlas  In  tha  eoanunlty  ara  unabla  to  absorb  Navy 
rsqulraaonts  without  advarsaly  Impacting  consNjnity  programs. 


Parsonnal  would  hava  to  travol  off-basa  to  athletic  and  raeraatlonal 
faellltlas,  resulting  in  reduced  opportunities  for  physical  conditioning 
and  raducad  morale  of  Navy  parsonnal.  and  advarss  Impacts  on  traffic  and 
community  athletic  programs. 
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2.  DATE 
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100 

lOECTt 

FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  N00620 

NAVAL  AIR  STATION. 

WHIOBEV  ISLAM),  WASHINGTON 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/93 

b.  END  FY 
1999 


PERMANENT 


STUOENTS 


COMMAND 

COMMANDER  IN  CHIEF. 
PACIFIC  FLEET 


SUPPORTED 


2.  DATE 


5  AREA  CONSTR. 
COST  INDEX 


OFFiCBI 

ENLISTED 

CIVILIAN 

OFFIca 

aiLisTe) 

812 

6310 

675 

150 

183 

1012 

7116 

688 

150 

203 

7.  INVENTORY  DATA  ($0001 


(  70.988) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATfOONV 

COPE  PWOJBCT  TITlt _ 

179.45  FIREFIGHTING  TRNG  FAC 
831.10  INDUS  WSTEWTR  PRETRMNT  FAC 
831.10  WSTWTR  TRMNT  PLNT  UPGROE 
TOTAL 


1.400 

1 .400 

2.400 
5.200 


289. 180 
8,370 
5.200 
O 
0 

27 . 520 
330.270 


DESIGN  STATUS 
8TAIIT 

08/93  07/94 
04/93  06/94 
02/93  07/94 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96) 

NONE 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

NONE 


Maintain  and  oparata  facllltlas  and  provlda  aarvlcas  and  aatarlal  to 
support  oparatlons  of  aviation  activltiss  of  ths  Pacific  Float.  Hoaaport 
for  Pacific  Float  aodlum  attack  jot  aircraft  and  all  olactronic 
countorMoaouras  aircraft  aorvlng  both  tha  Atlantic  and  Pacific  Floats. 
Undor  Baas  Cloaura  93,  P-3  ASM  patrol  aircraft  squadrons  will  bo  aasignod 
to  this  bass. 


Modlua  Attack  Carrior  Air  Wing 
A-6  Attack  Squadrons 
Naval  Hospital 
Naval  Facility 


Naval  Air  Rosorva  Squadrons 
EA6B  Eloctronic  Countarnaasuras 
Squadrons 
Training  Squadrons 


_ AFETY  DEFICIENCIES: 

POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 
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PY  1885  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N00620 

4.  PROJECT  TITLE 

NAVAL  AIR  STATION. 

FIRE  FIGHTING  TRAINING 

1  WHIDBEY  ISLANO,  WASHINGTON 

FACILITY 

6.  PROGRAM  ELEMENT 

0204 134N 

6.  CATEGORY  CODE 

178.45 

7.  PROJECT  NUMBER 

P-124 

8.  PROJECT  COST  ($000) 

1.400 

9.  COST  ESTIMATES 


FIRE  FIGHTING  TRAINING  FACILITY . 

SUPPORTING  FACILITIES . 

ELECTRICAL  UTILITIES  . 

MECHANICAL  UTILITIES  . 

PAVING  AND  SITE  IMPROVEMENT . 

SUBTOTAL  . 

CONTINGENCY  (  5. OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  8  OVERHEAO  (  6. OX)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIOEO  FROM  OTHER  APPROPRIATIONS 


UNIT  COST 

COST  ($000) 

- 

300 

- 

860 

- 

(  320) 

- 

(  370) 

- 

(  270) 

- 

1.260 

- 

60 

- 

1.320 

- 

80 

- 

1.400 

(NON-ADD) 

(  0) 

10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

100-foot  training  pit:  hlgh-donslty  polyathalono  floxibla  llnors;  gravity 
oll/watar  aoparator:  holding  pond:  waahout  ayatan  with  bora,  vahlcla 
■anouvorlng  pad  aurrounding  circular  burn  pit:  wator  llnoa,  fual  llnaa, 
and  util  It 108. 


REQUIREMENT: 

P«0*)ECT; 

Conatructa  a  flra  fighting  training  facility  which  providoa  raallatic 
alnulatlon  of  aircraft  firoa  and  conform  to  onvlronmntal  atandarda. 

(Currant  alaalon.) 

REQUIREMENT: 

A  facility  In  which  aircraft  roacua  paraonnal  can  conduct  periodic 
flra  fighting  proficiency  training.  Thia  facility  auat  provide  acanarlos 
which  allow  handa-on  altuatlona  alallar  to  thoao  that  eight  be 
aneountarad  In  an  actual  aircraft  elahap.  Each  nombar  of  the  aircraft 
flra  and  raacua  craw  auat  take  part  In  at  least  one  of  the  mndatory 
•hot  drills*  every  other  month.  This  training  la  axtramly  Important  for 
raacua  crews  assigned  to  aircraft  carriers  where  a  fire  on  a  crowded 
flight  deck  Is  a  serious  threat  to  paraonnal  and  parked  aircraft.  Over 
2,000  students  from  Whldbay  Island  and  other  activities  In  the  area 
receive  firs  fighting  training  at  this  station.  The  facility  will 
Include  a  flra  fighting  pit  containing  an  aircraft  mock-up,  enclosed  by  a 
berm,  and  a  firs  fighting  vehicle  mneuvsring  ramp.  The  mock-up  Is  sat 
ablaze  and  the  rescue  team  first  controls  or  extinguishes  the  fire  with 
the  fire  trucks  water  cannons.  Rescue  personnel  then  approach  the 
mock-up  and  attempt  to  remove  the  pilot  from  the  cockpit.  The  water 
run-off  is  collactod  and  sent  to  an  oil -wator  separator  for  treatment. 

The  site  for  this  project  is  in  an  area  of  the  Air  Station  where  there 
are  no  comparable  utility  linos  to  tie  to  and  the  runs  for  these 
utilities  are  long.  Environmntal  permits  require  locating  this  facility 
far  from  any  parts  of  tha  Air  Station  with  utility  support  of  the  type 
required. 

(CONTIMJED  ON  00  1381C) 


DO  FORM  1391 
1DEC76 


PAGE  NO. 


103 


FY  1988  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N00620 


NAVAL  AIR  STATION.  WHIOBEY  ISLAND,  WASHINGTON 


4.  PROJECT  TITLE 


B.  PROJECT 


FIRE  FIGHTING  TRAINING  FACILITY 


P-124 


1.  REQUIREMENT:  (CONTINUED) 


Tha  Rxlstlng  facility  provldas  tha  only  flight  daek  fira  fighting 
training  in  tha  Pacific  Northwaat.  Howavar.  thasa  facllltlas  do  not  hava 
an  laparaaabla  barriar  and  ara  not  larga  anough  to  pravant  contamination 
of  tha  aurroundlng  graval  araaa. 


Fira  fighting  training  will  continua  to  ba  accoapllahad  uaing  facllltlaa 
which  ara  at  riak  of  baing  ahutdown  bacauaa  of  non-coapi lanca  with 
currant  anvironmantal  ragulatlona.  If  tha  facllltlaa  ara  ahutdown, 
aquadron  paraonnal .  atatlon  fira  flghtara,  and  paraonnal  from  othar 
local  actlvltlaa  will  hava  to  go  to  NAS  Miramar  or  FTC  San  Diago  to 
racalva  tha  raquirad  training. 


2.  SUPPLEMENTAL  DATA: 

A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CDNFDRMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1180,  ‘FACILITY  PLANNING  AND  DESIGN  GUIDE.*) 


STATUS: 

(A)  DATE  DESIGN  STARTED .  06-83 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994 .  JS 

(C)  DATE  DESIGN  38%  COMPLETE .  11-83 

(0)  DATE  DESIGN  COMPLETE .  07-94 


BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 

TOTAL  COST  (C)  ■  (A)  *  (B)  OR  (D)  *■  (E): 


YES  MO  X 


PRODUCTION  OF  PLANS  AND  SPECIFICATIONS  .  ( 

ALL  OTHER  DESIGN  COSTS  .  (' 

TOTAL . 

CONTRACT . (* 

IN-HOUSE . (■ 


($000) 


(4)  CONSTRUCTION  START. 


(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS : 

NONE 
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3.  INSTALLATION  AND  LOCATION/UIC :  N66691 


NAVAL  SUPPORT  ACTIVITY,  SOUOA  BAY, 
CRETE,  GREECE 


4.  COMMAND 

COMMANDER  IN  CHIEF, 

US  NAVAL  FORCES  EUROPE 


5.  AREA  CONSTR. 
COST  MOEX 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/93 

b.  END  FY 
1999 


PERMANENT 


OFFICER 


SO 

84 


CIVILIAN 


25 

96 


STUDENTS  SUPPORTED 


CIVILIAN  OFFICBI  ENLISTED  CIVILIAN 


0.96 


TOTAL 


7.  INVENTORY  DATA  ttOOO) 


(  101) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTH0RI2ATI0N  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


2,990 

11,090 

3,050 

0 

8,600 

O 

25 , 730 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 

CATEQORV 

COST 

DESIGN  STATUS 

COOS  PROJECT  TITLE 

SCOPE 

START  COMPLETE 

113.20  AIRCRAFT  PARKING  APRON 

18,670  SY 

3.050 

07/93  07/94 

TOTAL 

3,050 

9.  FUTURE  PRO 

A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  06): 

NONE 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

730.10  FIRE  STATION 


8,600 


for  tha  U.S.  Navy, 
ca. 


11.  OUTSTANDING  POLLUTION  AND  SAFETY  DEF 


POLLUTION  ABATEMENT 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 
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FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N666B1 

4.  PROJECT  TITLE 

NAVAL  SUPPORT  ACTIVITY.  SOUDA  BAY. 

AIRCRAFT  PARKING  APRON 

CRETE.  GREECE 

5.  PROGRAM  ELEMENT 

0204696N 

6.  CATEGORY  CODE 

113.20 

7.  PROJECT  NUMBER 

P-142 

8.  PROJECT  COST  ($000] 

3.050 

9.  COST  ESTIMATES 


AIRCRAFT  PARKING  APRON  . 

PARKING  APRON  AND  FUEL  PITS . 

FUEL  PITS  ASSEMBLIES  . 

FUEL  FEED  LINES . 

SUPPORTING  FACILITIES . 

UTILITIES . 

PAVING  AND  SITE  IMPROVEMENT . 

SUBTOTAL  . 

CONTINGENCY  (  S.OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  9  OVERHEAD  (  6.SX)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS 


U/M 

QUANTITY 

UNIT  COST 

COST  ($000) 

SY 

19.670 

2,  150 

SY 

19.670 

63.00 

(  1.240) 

LS 

- 

- 

(  680) 

LS 

- 

- 

(  230) 

- 

- 

570 

LS 

- 

- 

(  160) 

LS 

- 

- 

(  410) 

- 

- 

- 

2.720 

- 

- 

- 

140 

- 

- 

- 

2,860 

- 

- 

- 

190 

- 

- 

- 

3.050 

(NON- ADO) 

(  0) 

10.  DESCRIPTION  OP  PROPOSED  CONSTRUCTim 

Conerat*  aircraft  parking  apron  battwan  pada  44  and  47;  fiva  fualing  pits 
with  alaetrloal  outlats,  fual  valvaa.  fittings,  and  natar;  9-tneh  fual 
faad  Unas;  6-1neh  raturn  Unas;  connactlon  to  fual  and  dafualing 
facility:  lighting,  apron  markings  and  anchors:  thraa  underground  fual 
tanks  and  underground  fuel  supply. 


19.670  SY  ADEQUATE: 


SUBSTANDARD: 


1.  REQUIREMENT: 

PPOy^CT: 

Provides  a  parking  apron  and  uninterrupted  fueling  and  refueling 
facilities.  (Currant  mission. ) 

REQUIREMENT: 

Additional  parking  apron  and  fuel  facilities  to  support  the  Increased 
numbers  of  aircraft  assigned  to  this  activity  by  tha  Air  Force  and  Navy 
Reconnaissance  (CONORS)  mission  raqulramants.  and  to  aeconnodata  tanker 
aircraft,  and  Navy  aircraft  displaced  by  tha  CONORS  mission  and  tha  civil 
airport  expansion.  Tha  U.S.  had  no  permanently  homaportad  aircraft 
assigned  before  tha  Joint  Racon  mission  was  transferred.  However,  there 
teas  and  continues  to  be  a  constant  throughput  of  MAC  aircraft  and 
t.r»fj1st1ca  support  aircraft  utilizing  the  airfield  at  Souda.  These 
aircraft  required  parking  spaces  for  cargo  handling,  layover, 
replenishment  and  repair  evolutlorw,  and  for  refueling.  They  were  able 
to  use  taxlways.  runway  and  Greek  perking  aprons  on  a  space  available 
basis.  Now  tha  Greek  Air  Force  and  commercial  operations  have  called  for 
a  cessation  of  using  taxlways  and  runways  for  a  parking  apron.  In 
addition,  up  to  eight  elactronica  surveillance  aircraft  (EP>3.  RC-135) 
have  bean  reassigned  from  Hollenlkon  AFB.  These  aircraft  need  dedicated 
apron  areas  so  that  maintenance  operations  can  bo  performed  In  close 
proximity  to  the  U.S.  fllghtlino  support  facilities.  The  existing  U.S. 

MAC  airlift  aircraft  (C-B.  C-141.  KC-135)  which  regularly  deploy  to  and 
through  Souda  are  crowded  on  available  taxlways  and  aprons.  The  problem 
has  been  compounded  by  the  expansion  of  Greek  civil  air  operations  at  the 
joint  use  airfield,  the  Greek  Air  Force  parking  apron  requirements,  and 
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3.  INSTALLATION  AND  LOCATION/UIC:  N66691 

NAVAL  SUPPORT  ACTIVITY.  SOlffiA  BAY,  CRETE.  GREECE 


4.  PROJECT  TITLE 

AIRCRAFT  PARKING  APRON 


2.  DATE 


B.  FROJECT 


P-142 


II.  REOUIRENENT:  (CONTINUED) 

REQUIRENENT:  (CONTINUED) 

tha  additional  Joint  Racon  aircraft  racantly  aaalgnad  froa  Hallanikon. 


Parking  aprona  for  tha  U.S.  portion  of  tha  airfiald  consist  of  savan 
hardatanda  and  two  parking  araas  on  both  si das  of  Hangar  Fiva.  Tha  naw 
CONOPS  aircraft  raquira  tha  uaa  of  thraa  of  tha  axisting  pads.  Usa  of 
tha  north  taxiway  for  parking  and  fual  raquiraaants  will  not  ba  aval  labia 
with  tha  approvad  axpanslon  of  tha  civil  airport.  Civil  airport 
axpanalon  will  bring  Ineraasad  coaaarclal  air  carriars  which  will  raquira 
tha  full  usa  of  tha  north  taxiway.  Tha  lack  of  aval  labia  aircraft 
parking  Is  so  aavara  that  aircraft  ara  foread  to  park  on  tha  parallsl 
runway,  in  violation  of  currant  critarla.  Tha  existing  taaperary  hydrant 
rafualing  systasi  was  Inatallad  during  Dasart  Stora  and  aust  ba  raplacad 
with  a  paraanant  systaa.  Raconnalssanea  and  tankar  aircraft  ara  rafualing 
using  trucks.  This  operation  Halts  capacity  froa  600  GPM  to  250  GPM 
which  Incraasaa  rafualing  tiaa  up  to  thraa  hours  par  aircraft,  and 
affects  raconnalssanea  alsalons. 


Tha  loss  of  aircraft  parking  fren  alsalon  and  civil  airport  expansions 
will  result  In  hlgh-valua  aircraft  being  parkad  In  violation  of  critarla. 
This  activity  will  not  ba  able  to  aaat  anvironaantal  and  safaty 
raquiraaants  In  parking,  fueling,  and  rafualing  operations.  Without  tha 
new  fueling  facility,  truck  rafualing  procedures  will  eontinua. 


2.  SUPPLEMENTAL  DATA: 

A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CDNFORMS  TO  PART  XI  OF  MILITARY 
HANDBOOK  1190.  •FACILITY  PUNNING  AND  DESIGN  GUIDE.*) 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED .  07-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1884 .  gg 

(C)  DATE  DESIGN  35%  COMPLETE .  11-93 

(0)  DATE  DESIGN  COMPLETE .  07-94 


BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 

TOTAL  COST  (C)  -  (A)  *  (B)  OR  (0)  *  (E): 


YES  NO  X 


(SOOO) 


PRODUCTION  OF  PLANS  AND  SPECIFICATIONS  .  (  125) 

ALL  OTHER  DESIGN  COSTS . ( _ Tg) 

TOTAL .  200 

CONTRACT . (  175) 

IN-HOUSE . ( _ 2g) 


(4)  CONSTRUCTION  START. 


(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 
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3.  INSTALLATION  AND  LOCATIIM/UIC :  N6258B 

NAVAL  SUPPORT  ACTIVITY, 

NAPLES,  ITALY 


6.  PERSONNEL 
STRENGTH 

a.  AS  OP 
09/30/93 

b.  END  FY 
1999 


PERMANENT 


STUDENTS 


COMMAND 

COMMANDER  IN  CHIEF, 

US  NAVAL  FORCES  EUROPE 


SUPPORTED 


S.  AHEA  CONSUL 
COST  WOEX 


BQ 

ENLISTS) 

1 

> 

5 

920 

920 

2913 

2913 

967 

967 

7.  INVENTORY  DATA  ($000) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .... 

g.  REMAINING  DEFICIENCY . 

h.  GRAM)  TOTAL . 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATEGORV 

COPE 

721.11 

740.43 


BEO 

QUALITY  OF  LIFE  FACS-INCII 
TOTAL 


134.860  SF 
45.500  SF 


19.360 

8.100 

26.460 


36.200 
20.440 
28 . 460 
17.700 
27.010 
12.280 
142.090 


DESIGN  STATUS 
START  _C 

04/93  12/94 

04/93  07/94 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 

141.41  OPERATIONS  CENTER  58.550  SF  10.100 

740.64  QUALITY  OF  LIFE  PHASE  III  38.334  SF  7.600 

TOTAL  17.700 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

141.12  AIR  CARGO  TERMINAL  38.820  SF  7.200 

211.05  MAINTENANCE  HANGAR  129.000  SF  10.100 

219.10  PUBLIC  WORKS  FACILITIES  62.890  SF  9.710 


10.  MISSION  OR  MAJOR  FUNCTIONS: 

Support  all  Naval  coiMMnds  and  organizations  aahora  in  tha  Naplas  araa. 
using  nalnly  laasad  facllltlas  In  Agnano.  Plnatsaara  and  Bagnoll;  and  tha 
military  controllad  compound  at  Capodichino  Airport.  Commands  includa 
Sixth  Float  task  fores  commandors  and  staffs  for:  1)  combat 
support  fores  (CTF-63).  2)  ballistic  missile  submarine  fores  (CTF-64). 

3)  area  anti-submarine  warfare  force  (CTF-66).  4)  maritime  surveillance 
and  raeonnalssaneo  force  (CTF-67).  and  5)  attack  submarine  force  (CTF-69). 
Also  supported  Is  the  Commander.  Fleet  Air  Mediterranean  staff, 
responsible  for  management  of  all  Navy  shore  bases  In  the  Mediterranean. 
U.S.  personnel  assigned  to  the  Allied  Forces.  Southern  Europe  (AFSOUTH) 
NATO  command  In  Naplas  are  also  a  responsibility.  Communications  Station. 
Naval  Hospital,  fleet  landing  on  Naples  waterfront,  leased  family  housing 
at  Plnatemare  and  Sixth  Fleet  flagship  at  Gaeta  are  also  supported. 


11.  OUTSTANDING  POLLUTION  AND  SAFETY  DEFICIENCIE 


POLLUTION  ABATEMENT  O 

OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH):  0 
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FY  1885  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N62S88 

NAVAL  SUPPORT  ACTIVITY. 

NAPLES.  ITALY 


4.  PROJECT  TITLE 
BACHELOR  ENLISTED  QUARTERS 


5.  PROGRAM  ELEMENT 

6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

- 1 

8.  PROJECT  COST  ($000) 

02O4786N 

721.11 

P-178 

18,360 

a  COST  ESTIMATES 


U/M  QUANTITY  UNIT  COST  COST  ($000) 


BACHELOR  ENLISTED  QUARTERS  . 

BUILDING  . 

STORAGE . 

INDOOR  FIRING  RANGE . 

SUPPORTING  FACILITIES . 

SPECIAL  CONSTRUCTION  FEATURES . 

UTILITIES . 

PAVING  AND  SITE  IMPROVEMENT . 

OEMOLITION  . 

SUBTOTAL  . 

CONTINGENCY  (  S.OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  A  OVERHEAD  (  6.5%)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIOEO  FROM  OTHER  APPROPRIATIONS 


134. B60 

105.170  138.00 

23.830  46.00 

5.760  117.00 


(NON- ADO  N( 


i.380 

1.620) 

1,100) 

670) 

810 

470) 

160) 

150) 

110) 

'.300 

_J»2S 
1.170 
I.  180 
1.360 
O) 


10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Six-story  plus  bssswsnt  eonerots  fraM  strueturo,  east  In  place  eonerata 
plla  foundation,  eonerota  floor  slaps,  built-up  roof  on  eonerata  roof 
daek.  salsale  daslgn.  two  alavators.  fira  protaction  systaa.  aaaroaney 
IlghtlnB,  sir  eonditloning.  utIHtlas.  padmtrlan  tunnal .  6  firing  point 
Indoor  range,  two  outdoor  playing  courts.  112  aodulos  Including  bathrooms 
and  lounga,  raeraatlonal  rooms,  laundry  facllittas,  storage  area,  and 
demolition  of  two  buildings. 

Grads  Mix:  320  E1-E4.  46  E5-E6.  B  E7-E8.  Total:  376. 


ADEQUATE : 


SUBSTANDARD : 


11.  REQUIREMENT: 

PROJECT; 

Provides  adequate  billeting  for  376  enlisted  personnel  (Current  mission). 

Adequate  housing  for  1,413  bachelor  enlisted  personnel.  This  project  is 
required  as  part  of  the  relocation  of  the  NSA  Naples  compound  in  Agnano 
to  the  Capodlehino  site.  The  reloeatlixi  is  required  to  overcome  currant 
prcblams  of  inadequate  contingency  readiness,  quality  of  the  existing 
leased  structures,  and  seismic  vulnerability.  A  future  project  will 
address  remaining  bachelor  quarters  deficiencies. 


The  existing  bachelor  enlisted  quarters  are  located  at  the  Agnano  and 
Capodlehino  compounds,  and  in  a  separate  facility  in  Pozzuoll.  In  the 
Naples  area,  there  Is  space  for  863  personnel,  while  the  requirement  Is 
for  1,413  personnel.  Enlisted  personnel  currently  must  stay  In  hotels 
while  awaiting  a  room  In  the  bachelor  enlisted  quarters.  The  existing 
facilities  are  vulnerable  to  terrorist  activity  and  seismic  failure. 

The  Agnano  compound  Is  subject  to  an  evacuation  order  by  the  Government 
of  Italy  under  existing  seismic  contingency  plans. 


Risk  of  catastrophic  seismic  failure,  vulnerability  to  terrorist 
activity,  and  Increased  costs  due  to  high  maintenance  and  repair  to  keep 
structures  in  usabla  condition.  Continued  adverse  Impact  on  morale  and 


(CONTINUED  ON  00  13S1C) 


DO  FORM  1S91 
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PA(3E  NO. 


Ill 


nr  18M  MiLrrARY  coNsmucnoN  program 


2.  DATE 


3.  INSTAULATION  AND  LOCATION/UIC:  N62S8a 


NAVAL  SUPPORT  ACTIVITY.  NAPLES.  ITALY 


4.  PROUeCT  TITLE 


«.  MOJiCT  I 


BACHELOR  ENLISTED  QUARTERS 


1.  REOUIRENENT:  (CONTINUED) 


P-179 


ratttntlon  af forts. 


(CONTINUED) 


2.  SUPPLENENTAL  DATA: 

A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIQN  CCMFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1190.  "FACILITY  PLANNING  AND  DESIGN  GUIDE.") 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED .  04-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994.  JS 

(C)  DATE  DESIGN  38X  COMPLETE .  06-93 

(D)  DATE  DESIGN  COMPLETE .  12-94 

(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN:  YES  NO  X 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED:  _ 


(3)  TOTAL  COST  (C)  >  (A)  *  (8)  OR  (0)  ♦  (E):  (6000) 

(A)  PRDOUCTION  OF  PLANS  AND  SPECIFICATIONS . (  300) 

(B)  ALL  OTHER  DESIGN  COSTS . (  26S) 

(C)  TOTAL .  569 

(0)  CONTRACT . (  BOO) 

(E)  IN-HOUSE . ( _ §fi) 

(4)  CONSTRUCTION  START .  02-95 

(MONTH  AND  YEAR) 

B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 
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FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N62S88 

NAVAL  SUPPORT  ACTIVITY. 

NAPLES.  ITALY 


4.  PROJECT  TITLE 

QUALITY  OF  LIFE  FACILITIES 
(INCREMENT  II) 


5.  PROGRAM  ELEMENT 

6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

8.  PROJECT  COST  ($000) 

02047B6N 

740.43 

P-189 

9.  100 

a  COST  ESTIMATES 


U/M  QUANTITY  UNIT  COST  COST  (SOOO) 


QUALITY  OF  LIFE  FACILITIES  . 

FITNESS  CENTER  . 

CHILD  DEVELOPMENT  CENTER  . 

SUPPORTING  FACILITIES . 

ELECTRICAL  UTILITIES  . 

MECHANICAL  UTILITIES  . 

PAVING,  SITE  IMPROVEMENT.  AND  DEMOLITION  . 

SUBTOTAL  . 

CCmriNGENCY  (  S.OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION,  INSPECTION  A  OVERHEAD  (  6.SX)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS 


45.500 

39.500  140.00 

6.000  175.00 


(NON-AOD)( 


6,580 
(  5.530) 

(  1.050) 

1.550 
(  350) 

(  250) 

(  950) 

8.130 

_ £JU2 

8,540 

560 

9.100 

0) 


10.  DESCRIPTION  OP  PROPOSED  CONSTRUCTION 

Fitrwss  Cantar:  Ona-story  high  bay  eonerata  fraaa  atruetura,  aalsalc 
daslgn,  eonerata  apraad  footings,  pool  foundations,  clay  masonry  vails, 
eonerata  floor  slabs,  aambrans  roof  ovar  eonerata  roof  daek,  hasting, 
vantllatlon.  air  eonditloning,  fira  protaetlon  systan.  utllltlas. 
dsaolltlon  of  thraa  buildings. 

Child  Davalopmsnt  Cantor:  Ona-story  roinforeod  eonerata  and  masonry 
strueturo,  salsmle  daslgn,  eonerata  spraad  footings,  elay  masonry  walls, 
elay  tils  roof  on  stool  roof  Joists,  hasting,  vantllatlon.  air 
conditioning,  firo  protection  systom.  utllltlas,  and  domolltlon 


ADEQUATE : 


SUBSTANDARD : 


1.  REQUIREMENT: 

PWJECT: 

Provides  a  high-bay  gymnasium.  Indoor  courts,  a  25-motar  swimming  pool, 
and  a  child  davalopmsnt  cantor  to  provide  morals  and  welfare  support  to 
parsormal  working  and  living  at  Capodlehino.  (Currant  mission.) 
REQUIREMENT: 

Adequate  facllltlos  to  support  physical  fitnoss  and  child  devalopmont 
quality  of  Ufa  roquiramonts  for  military  personnel  living  at 
Capodlehino. 


Thera  are  practically  no  axorcisa  facllltlas  at  Capodlehino.  and 
asaentlally  nothing  nearby  off-base.  Racraatlon  facllltlos  arc  axtramaly 
llmltad,  vary  old.  and  the  few  that  are  available  are  In  poor  condition. 
Tha  existing  ball  field  and  pool  facilities  wore  domollshad  in  1990  to 
provide  spaea  for  communications  and  administrative  buildings.  Tha 
gymnasium  is  located  In  a  small  convartod  warehouse  constructed  In  1962 
and  will  be  demolished.  Because  of  the  relocation  of  functions  from 
Agnano  to  Capodlehino  and  tha  subsequent  Increase  In  personnel  living  at 
the  site,  larger  facllltlos  are  required.  Thera  are  no  child  caro 
facllltlos  currently  located  at  Capodlehino.  Child  care  cantors  sre 
located  at  Agnano  and  Pinatamara.  These  facilities  cannot  support  tha 
needs  of  personnel  at  Capodlehino.  The  existing  facilities  are  located 
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FY  199S  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N628SS 


NAVAL  SUPPORT  ACTIVITY.  NAPLES.  ITALY 


4.  PROJECT  TITLE 


B.  niOJKCT 


QUALITY  OF  LIFE  FACILITIES  (INCREMENT  II) 


II.  REQUIREMENT:  (CONTINUED) 

CURRENT  SITUATION;  (CONTINUED) 

In  bulldlnoB  in  Agnano  which  began  laaaa  phaaa-down  aa  aa.’*1y  as  FY  1990. 


Morale  and  phyalcal  fltnaaa  level  a  of  the  paraonnal  Vlvlng  at  Capodichino 
will  be  Marginal  as  a  result  of  the  coeplete  lack  of  recreational 
facilities.  After  the  child  care  facilities  in  Agnano  are  closed  as  part 
of  the  relocation  effort,  there  will  be  no  Navy  aponaorad  child  care 
centers  In  the  vicinity  of  the  Capodichino  site.  This  will  create  a  eajor 
quality  of  Ufa  short-fall  and  cause  Intolerable  eorala  problees. 


2.  SUPPLEMENTAL  DATA; 


A.  ESTIMATED  OESION  DATA:  (PROJECT  DESION  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1190.  'FACILITY  PLANNING  AND  DESIGN  GUIDE.') 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED .  04-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994  .  35 

(C)  DATE  DESIGN  3S%  COMPLETE .  06-93 

(D)  DATE  DESIGN  COMPLETE .  07-94 


BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 

TOTAL  COST  (C)  (A)  *  (B)  OR  (0)  *  (E): 


YES _ ^NO  X 


(9000) 


PRODUCTION  OF  PLANS  AND  SPECIFICATIONS  .  (  360) 

ALL  OTHER  DESIGN  COSTS . (  360) 

TOTAL .  ^ 

CONTRACT . (  600) 

IN-HOUSE . . (  im) 


(4)  CONSTRUCTION  START. 


.  .  .  .jBtas 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 
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2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N6298S 

NAVAL  AIR  STATION, 

SI60NELLA.  ITALY 


4.  COfMMANO 


AREA  COMTR. 
COST  MDEX 


PERMANENT 


6.  PERSONNEL 
STRENGTH 

OFFIcn 

•.  AS  OF  - 

09/30/83  205  2359 

b.  END  FV 

229  227 1 


STUDENTS 


COMMANDER  IN  CHIEF. 

US  NAVAL  FORCES  EUROPE  1 . 74 


SUPPORTED 


7.  INVENTORY  DATA  (SOOO) 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 
f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .... 

0.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


PROJECTS  REQUESTED  IN  THIS  PROGRAM; 


CATIOORY 

COOR 

721.11 


BACHELOR  ENLISTED  QUARTERS 
TOTAL 


73.270  SF 


13.750 

13.750 


132.510 

24,000 

13.750 

O 

13,370 

15.920 

199.550 


DCSION  STATUS 
START 

04/93  12/94 


A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  95): 
NONE 


B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 
721.11  BACHELOR  ENLISTED  QUARTERS 
112.10  TAXIWAY  EXTENSION 


9,900 

3.570 


Navy's  Major  Mld^Msdltorranoan  shoro  installation  ussd  for  logistic 
support  of  tha  Sixth  Float  and  as  a  bass  of  oporatlons  for  dsploysd. 
land-basod  ASW  aircraft.  Navy  intra-thoatro  airlift  squadron  also 
asslgnod,  with  csrriar  or-board  airlift  Mission.  Support  transient, 
earriar-bssod  tactical  aircraft  as  roquirod.  Presently  supports 
Military  Airlift  CoMMand  (MAC)  cargo  flights  and  MAC  passongar  flights 
froM  the  U.S.  Provides  air  logistics  intarfsca  with  nearby  Augusta  Bay 
NATO  fuel  and  SRMunttlon  raplenlshMont  plar  and  depot.  Supports  HC-4 
helicopter  coabat  squadron  and  LAMPS  MK  III  Helicopter  Squadron. 


POLLUTION  ABATEMENT 
OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 
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1. 


NAVY 


FY  1985  MUJTARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N6299S 

4.  PROJECT  TITLE 

NAVAL  AIR  STATION, 

BACHELOR  ENLISTED  QUARTERS 

SIGONELLA,  ITALY 

8.  PROGRAM  ELEMENT 

0204660N 

6.  CATEGORY  CODE 

721.11 

7.  PROJECT  NUMBER 

P-729 

8.  PROJECT  COST  ($000) 

13,750 

1 

9.  COST  ESTIMATES 


ITEM 

U/M 

QUANTITY 

UNIT  COST 

COST 

($000) 

BACHELOR  ENLISTED  QUARTERS  . 

SF 

73,270 

• 

11,450 

BUILDING  . 

SF 

68,880 

148.00 

( 

10, 190) 

AUTO/WOOOWORKING  HOBBY  SHOP . 

SF 

4,380 

108.00 

( 

470) 

BUILT-IN  EQUIPMENT  . 

LS 

- 

- 

( 

780) 

SUPPORTING  PACILITIES . 

- 

- 

- 

840 

UTILITIES . 

LS 

- 

- 

( 

420) 

PAVING.  SITE  IMPROVEMENT.  AND  DEMOLITION  .  . 

LS 

- 

- 

( _ i2fi) 

SISTOTAL . 

- 

- 

- 

12,280 

CONTINGENCY  (  8. OX) . 

- 

- 

- 

_ §2fi 

TOTAL  CONTRACT  COST . 

- 

- 

- 

12,910 

SUPERVISION,  INSPECTION  8  OVERHEAD  (6.8%)  .  . 

- 

- 

- 

840 

TOTAL  REQUEST . 

- 

- 

- 

13,750 

EQUIPMENT  PROVIDED  PROM  OTHER  APPROPRIATIONS  . 

(NM-ADO) 

1 

( 

0) 

1 

1 

10.  DESCRIPTION  OP  PROPOSED  CONSTRUCTION 

Slx-story  rainforead  eonerat*  and  aaaonry  building,  aultlowab  insulating 
conerata  aasonry  unit  and  stucco  axtarlor  finish,  aarth  rapiscaaant;  84 
tuo-badpoon  aodulas  with  privata  bath,  loungas,  laundry,  storaga, 
vanding,  wachanical  aquipaant.  air  conditioning,  fira  sprinklar,  firs 
alara  and  saoka  datactor  systaa.  alavators,  utllltlas;  hobby  sh^: 
ona-story,  pra-anglnaarad,  staal-fraaa  building,  concrats  aasonry  walls 
and  partitions,  aatal  roof,  off tea.  exhaust  systsa  In  shop,  hydraulic 
utllltlas;  dsaolltlon  of  ona  building. 

Qrada  Mix:  264  E1-E4.  36  ES>E6.  Total:  300. 

11.  REQUIREMENT:  2.S66~PN  ADEQUATE:  1.726  PN  SUBSTANDARD:  O  PN 

PROJECT: 

Provides  adaquata  billeting  for  300  enlisted  personnel  and  replaces 
hobby  shop.  (Currant  alsslon.) 

REQUIREMENT : 

Adequate  housing  for  2,866  enlisted  personnel  assigned  to  the  station  or 
rotational  and  transient  personnel  froa  Sixth  Pleat  units. 

SyeSEMT-SITUATygN: 

Existing  adaquata  berthing  capacity  based  on  criteria  is  1,726  spaces. 

This  Is  Insufficient  and  results  In  overcrowding.  A  now  construction 
daflcloncy  of  840  adequate  billeting  spaces  sxist.  After  construction  of 
the  spaces  requested  by  this  project,  the  roaalning  projected  space 
deficit  will  be  satisfied  by  a  follow-on  project.  All  projected  space 
roqulroaonts  are  revalidated  annually  by  a  new  survey,  «fhlch  updates 
planning  projections.  Because  of  extremely  tight  development  on  the 
base,  the  best  site  for  the  barracks  Is  on  the  footprint  of  the  existing 
hobby  shop.  The  new  hobby  shop  will  be  located  on  a  different  site. 

IMPACT  IP  NOT  PROVIDED: 

Adequate  living  quarters  for  all  bachelor  enlisted  personnel  will 
continue  to  be  unavailable,  reaulting  In  degradation  of  morale,  training, 
and  career  retention  efforts. 
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1. 


NAVy 


FY  198S  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N6298S 
NAVAL  AIR  STATION.  SI60NELLA.  ITALY 


2.  SUPPLEMENTAL  DATA: 

A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1180,  'FACILITY  PLANNING  AND  DESIGN  GUIDE.*) 

( 1 )  STATUS : 

(A)  DATE  DESIGN  STARTED . 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1894 

(C)  DATE  DESIGN  3SX  COMPLETE  . 

(0)  DATE  DESIGN  COMPLETE  . 

(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN:  YES  NO  X 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 

(3)  TOTAL  COST  (C)  -  (A)  *  (B)  OR  (0)  *  (E): 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS 

(B)  ALL  OTHER  DESIGN  COSTS  . 

(C)  TOTAL . 

(0)  CONTRACT . 

(E)  IN-HOUSE  . 

(4)  CONSTRUCTION  START .  02-95 

(MONTH  AND  YEAR) 

B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NONE 


($000) 

( _ SS2> 

( _ SfiS) 

, _ fiS2, 

( _ S52) 

( _ 2Sfi) 


B.  PROJECT  NUM8BW 
P-729 


4.  PROJECT  TITLE 

BACHELOR  ENLISTED  QUARTERS 
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2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N667S4 

NAVAL  SECURITY  GROUP  ACTIVITY. 

SABANA  SECA,  PUERTO  RICO 


6.  PERSONNEL  PERMANENT  STUDENTS 

STRENGTH  - - - - - - 

OFFICER  BCISTB)  CIVILIAN  OFFICER  I  eClSTED 

a.  AS  OF - I 

0B/30/93  21  306  126 

b.  END  FY 

1999  20  326  126 


7.  INVENTORY  DATA  ($000) 


(  2.869) 


4.  COMMAND 

NAVAL  SECURITY  GROUP 
COMMAND 


6.  AREA  COMSTR. 
COST  MOEX 


SUPPORTED 


OFFICai  ENLISTS)  CIVILIAN 


1  .05 


TOTAL 


a.  TOTAL  ACREAGE  ( 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  FWT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


14,480 

O 

1 .650 
1.200 
4.000 
1.450 
22.780 


PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


CATEGORY 
CODE 


131.55  OPS  BUILDING  ADDITION 
TOTAL 


■  1.a65P 
1.650 


DESIGN  STATUS 
ART 


09/93 


07/94 


1  irri  ki 

A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY  96): 
8S1.10  ROAD 

LS  _ 

1.200 

TOTAL 

1.200 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 

911.10  LAND  ACQUISITION 

1.300  AC 

4.000 

10.  MISSION  OR  MAJOR  FUNCTIONS: 

Provlda  tactical  coimuni cat Iona,  nonltor  transmlaalon 
raaaarch  into  olactronic  phenomana. 

procaduraa.  and 

ANQING  POLLUTION  AND  SAFETY  DEFIC 
POLLUTION  ABATEMENT 
OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 


00  FORM  1390 
1DEC78 


PAGE  NO. 


FY  1995  MILITARY 


3.  INSTALLATION  AND  LOCATION/UIC :  NSSTSA 

NAVAL  SECURITY  GROUP  ACTIVITY. 

SABANA  SECA.  PUERTO  RICO 


3.  DATE 


4.  PROJECT  TITLE 
OPERATIONS  BUILDING  ADDITION 


5.  PROGRAM  ELEMENT 

6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

8.  PROJECT  COST  ($000) 

030101  IN 

131 .55 

P-089 

1,850 

B.  COST  ESTIMATES 


OPERATIONS  BUILDING  ADDITION  . 

SUPPORTING  FACILITIES . 

SPECIAL  CONSTRUCTION  FEATURES . 

UTILITIES . 

PAVING,  SITE  IMPROVEHENT,  AND  DEMOLITION  . 

SUBTOTAL  . 

cmrriNGENCY  (  s.oK) . 

TOTAL  contract  COST . 

SUPERVISION,  INSPECTION  A  OVERHEAD  (  9.5%)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS 


U/M  QUANTITY  UNIT  COST  COST  ($000) 


1.200 

280 

80) 

120) 

_ §2) 

1,480 

_ Zfi 

1,550 

_ !fiS 

1,850 

O) 


DESCRIPTION  OF  PROPOSED  CONSTRUCTION 
Concrete  frane  building  edditlen.  pile  foundation,  reinforced  concrete 
floor,  walls,  and  built-up  roof;  provisions  for  intrusion  detection 
systen  and  uninterruptible  power  supply,  eeergency  generators,  fire 
protection  systea,  air  conditioning,  control  lad  hualdlty  systae, 
utilities:  danolltlon  of  portion  of  existing  building  to  allow  for 
addition. 


REQUIREMENT:  AS  REQUIRED 

PROJECT: 

Constructs  an  additicn  to  an  operations  building  to  accowwodate  new 
signal  Intel llganoa  (SIGINT)  equlpeent  installations,  controlled  hualdlty 
storage  space  for  SIGINT  equlpeent.  and  technical  publications  handling 
araa  and  library.  (Current  alsslon. ) 

REQUIREMENT: 

Adequate  environaental ly-control led,  -secure  addition  to  the  operations 
canter  for  the  planned  Installation  of  tha  SIGINT  systea  Transworld 
Digital  (TWO)  storage 'Space  for  classified  technical  publications, 
sensitive  electronic  equlpeent,  and  to  replace  the  aarlne  guard  berthing 
space.  Docuaentatlon  and  equlpeent  require  continual  updating  to 
aalntain  current  coaauni cat Ions,  relay,  security,  and  assistance  to  tha 
Flaat  and  othar  coaponants  in  the  area.  Constant  advancaaents  In  SIGINT 
technology  and  projects  with  new  equlpeent  require  additional  space. 
Sensitive  electronic  coaponents  require  environaental ly-control led  space 
while  awaiting  Installation,  and  classiflad  docuaentatlon  roquiras  a 
paraanant  sacurlty  depository. 


Now  Incoalng  SIGINT  equipment  Is  stored  in  inadequate  space  without  the 
proper  environaental  controls,  whore  extreae  heat  and  hualdlty  levels 
cause  corrosion  and  deterioration.  A  central  depository  does  not  exist 
for  classified  technical  publications  required  for  alsslon  operations. 
Present  facility  is  Inadequate  In  size  to  accoaaodate  new  SIGINT 
equlpeent  and  associated  personnel  support  space. 


(CONTINUED  ON  00  1391C) 
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FY  1985  MULITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  N66754 


NAVAL  SECURITY  OROUR  ACTIVITY,  SABANA  SECA,  PUERTO  RICO 


4.  PROUCCT  TITLE 


S.  niOJCCT 


OPERATIONS  BUILDING  ADDITION 


1.  REQUIRENENT:  (CONTINUED) 


P-069 


Without  this  projset.  Mission  erltlesi  SIGINT  opopstlonal  systons  cannot 
bo  Installod.  Costly  and  anvIronMontal ly-aansitiva  aloctronic  conponants 
will  continuo  to  sustain  daaaga  frost  axpoaurs  to  high  taapapaturas  and 
hualdity  whils  awaiting  installation,  without  tha  publications  handling 
araa  and  classiflad  library,  sansltlva  tachnical  matarlal  handling  will 
continuo  with  advorsa  sacurlty  risks  and  causa  sarious  dagradatlon  of 
oparatlonal  capability. 


SUPPLENENTAL  DATA: 


A.  ESTIMATED  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1180,  'FACILITY  PLANNING  AND  DESIGN  GUIDE.") 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED .  09-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994 .  gg 

(C)  DATE  DESIGN  3SX  COMPLETE .  11-93 

(D)  DATE  DESIGN  COMPLETE .  07-94 


BASIS: 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


YES  NO  X 


TOTAL  COST  (C)  -  (A)  (B)  OR  (0)  (E):  ($000) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  160) 

(B)  ALL  OTHER  DESIGN  COSTS . (  110) 

(C)  TOTAL .  270 

(0)  CONTRACT . (  240) 

(E)  IN-HOUSE . ( _ 30) 


(4)  CONSTRUCTION  START. 


.  .  .  12-94 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS; 

NONE 


DO  FORM  1M1C 
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FY  1995  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC :  NLS282 


JOINT  MARITIME  COMMUNICATIONS  CENTER 
ST  MAWQAN,  UNITED  KINGDOM 


6.  PERSONNEL 
STRENGTH 

a.  AS  OF 
09/30/93 

b.  END  FY 
1999 


PERMANENT 


MISTH)  CIVILIAnI  OFFtCa 


190 


STUDENTS 


4.  COMMAND 

COMMANDER  IN  CHIEF. 
ATLANTIC  FLEET 


SUPPORTED 


2.  DATE 


&.  AKA  COKTR 

COST  aeex 


a.  TOTAL  ACREAGE  TENAI 

b.  INVENTORY  TOTAL  AS  OF  30  SEP  93  . 

C.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM  .  . 
a.  AUTHORIZATION  INCLUOEO  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS  .  .  .  . 

g.  REMAINING  OEFICIENCY . 

h.  GRAND  TOTAL . 


7.  INVENTORY  DATA  ($0001 


TENANT  OF  OCNSYSLNT 


O 

O 

3,900 

0 

5,620 

13,540 

23,060 


8.  PROJECTS  REQUESTED  IN  THIS  PROGRAM; 

CATIOORY 

COST 

OESION  STATUS 

eooE 

SniE 

ttOOOl 

START 

740.74 

CHILD  DEVELOP/YOUTH  CENTER 

TOTAL 

13,100  SF  _ 

3.900 

3.900 

05/93 

07/94 

wnwu  11— ^—BM 

A.  INCLUDED  IN  FOLLOWING  PROGRAM  (FY 
NONE 

96): 

B.  MAJOR  PLANNED  NEXT  THREE  YEARS: 
740.43  PHY  FIT  CEN  AOON  A  ALTERS 

307.000 

SF 

5,620 

10.  MISSION  OR  MAJOR  FUNCTIONS: 

North  Atlantic  forward  operating  baaa.  Joint 
Klngdoa  narltlea  coMMunl eat Iona  cantor. 

United  States/United 

POLLUTION  ABATEMENT 
B:  OCCUPATIONAL  SAFETY  AND  HEALTH  (OSH): 
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PAQE  NO. 


124 


FY  1S85  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC :  NL82B2 

JOINT  NARITIHE  CONNUNICATIONS  CENTER 
ST  NAWQAN,  UNITED  KINGOON 


A.  PROJECT  TITLE 

CHILD  DEVELOPNENT  AND 
YOUTH  CENTER 


8.  PROGRAN  ELENENT 

6.  CATEGORY  C(K)E 

7.  PROJECT  NUNBER 

8.  PROJECT  COST  (SOOOj 

020431  IN 

740.74 

P-106 

3.800 

a  COST  ESTIMATES 


CHILD  DEVELOPNENT  AND  YOUTH  CENTER  . 

CHILD  DEVELOPNENT  CENTER  . 

YOUTH  CENTER  . 

SUPPORTING  FACILITIES . 

UTILITIES.  PAVING.  AND  SITE  INPROVENENT.  . 

SUBTOTAL  . 

CONTINGENCY  (  B.OK) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  A  OVERHEAD  (  6.8)0  . 

TOTAL  REQUEST . 

EQUIPNENT  PROVIDED  FRON  OTHER  APPROPRIATIONS 


QUANTITY 

UNIT  COST 

COST  ($000) 

13.100 

- 

2,530 

6.400 

183.00 

(  1.240) 

6.700 

183.00 

(  1.280) 

- 

- 

860 

- 

- 

(  860) 

- 

- 

3.480 

- 

- 

180 

- 

-  1 

3.670 

- 

- 

230 

• 

• 

3.800 

(NON-ADO) 

(  0) 

10.  DESCRIPTION  OP  PROPOSED  CONSTRUCTION 

SlnglN-story  stMl-fraiM  eonerat*  Misonry  bulldinps.  eonerat*  aasonry 
unit  and  brick  ualls.  eoncrata  alab  on  orada.  alopad  caaant  tlla  roofing 
with  Insulation;  fira  protaetlon  systaas.  utllltlas.  fanead  outdoor  play 
araa,  parking,  and  daaolltlon  of  axlstlng  foundations. 


ADEQUATE 


SUBSTANDARD 


1.  REQUIRENENT: 

PROJECT; 

Providas  child  davalopaant  and  youth  cantor  faciutlos  at  tha  St.  Eval 
faally  housing  sita.  (Now  alsslon.) 

«iWt»»WHT  = 

Adaquata  child  davalopaant  and  youth  cantor  facllitlas  in  support  of  tha 
now  U.S.  Navy  alsslon  at  RAF  Station.  St.  Nawgan.  U.K.  In  accordanca 
with  a  Naaorandua  of  Undorstanding.  thosa  facllitlas  will  ba  sharod  by 
both  Aaarican  «nd  British  parsonnol  and  dopandonts.  Tha  projactod  youth 
population  Is  2T7  U.S.  and  828  Royal  Air  Fores  (RAF)  chlldran. 
Approxlaatoly  101  chlldran  ago  6  yaars  and  youngor  will  roquira  child 
ears,  while  approxlaatoly  246  U.S.  and  488  RAF  chlldran  will  ba  ollgibla 
to  usa  the  Youth  Cantor.  A  child  davalopaant  cantor  provides  supervised 
ears  for  infants,  pro-sehool ,  and  school  ago  children  in  a  common 
facility,  on  a  regularly  sehodulod  or  drop-in  basis,  whan  parents  are 
aaployod  or  at  tiaes  whan  tha  faally  is  taaporarlly  unable  to  care  for 
thaa.  Child  davalopaant  canters  are  a  nacossary  olaaont  In  today's 
anvlronaent  as  thsir  availability  alleviates  aany  problems  Incurred  by 
allltary  parents  who  are  single,  who  both  work,  or  who  have  other  special 
naads.  These  centers  make  the  quality  of  Ufa  more  appealing  to  allltary 
personnel  and  thair  dependants. 


No  adequate  facilities  are  available  for  thosa  functions.  Thera  Is 
currently  a  non  coaaand  sponsored,  non  public  nursery  school  operating  In 
a  temporary  building  which  has  bean  condsanad  by  the  base  onginaar.  The 
nursery  school  capacity  is  32  children.  Nona  of  tha  private  facilities 
In  tha  nssrast  town.  Newquay,  provido  adaquata  and  necessary  child  cara 


(CONTINUED  DN  DD  1381C) 
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FY  1995  IMLITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC:  NL9282 

JOINT  NARITIHE  COMMUNICATIONS  CENTER  ST  MAW6AN.  UNITED  KINGDOM 


4.  PROJECT  TITLE 


2.  DATE 


S.  niOJCCT  I 


CHILD  DEVELOPMENT  AND  YOUTH  CENTER 


11.  REQUIREMENT:  (CONTINUED) 

CURRENT  SITUATION:  (CONTINUED) 

and  youth  faellltloa.  Thay  havo  no  spaco  avallabla  for  infanta,  and 
provido  no  aftor-hour  eara  for  olthar  toddlars  or  infanta  (cloaing  at 
1730  dally) . 


U.S.  poraonnol  will  not  hava  adaquato  child  cara  and  youth  cantor 
faellltloa  at  tha  St.  Evat  houolng  aroa. 


2.  SUPPLEMENTAL  DATA 


P-108 


A.  estimated  DESIGN  DATA:  (PROJECT  DESIGN  CONFORMS  TO  PART  II  OF  MILITARY 
HANOeOOK  1190.  "FACILITY  PLANNING  AND  DESIGN  GUIDE.') 

(1)  STATUS: 

(A)  DATE  DESIGN  STARTED .  05-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994 .  M 

(C)  DATE  OESIGN  3BX  COMPLETE .  11-93 

(D)  DATE  DESIGN  COMPLETE .  07-94 


(2)  BASIS; 

(A)  STANDARD  OR  DEFINITIVE  DESIGN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


YES  NO  X 


(3)  TOTAL  COST  (C)  •  (A)  (B)  OR  (0)  *  (E);  ($000) 

(A)  PROOUCTION  OF  PLANS  AND  SPECIFICATIONS . (  209) 

(B)  ALL  OTHER  DESIGN  COSTS . (  142) 

(C)  TOTAL .  351 

(0)  CONTRACT . (  312) 

(E)  IN-HOUSE . ( _ 39) 


(4)  COfBTRUCTION  START. 


.  .  .  __12-M 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OT»«R 
APPROPRIATIONS: 

NONE 


00  POfM  IMie 
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:ziii 

NAVY 

FY  IMS  MILITARY  CONSTRUCTION  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC:  NC1002 
VARIOUS  LOCATIONS 


4.  PROJECT  TITLE 

AIRCRAFT  FIRE/RESCUE  STATION 
A  VEHICLE  MAINTENANCE  FAC 


8.  PROGRAM  ELEMENT 

6.  CATEGORY  CODE 

1  ■■■■ 

7.  PROJECT  NUMBER 

8.  PROJECT  COST  (60001 

OaOABBBN 

141 .30 

p-soa 

2.200 

S.  COST  E8TMATE8 


AIRCRAFT  FIRE/RESCUE  STA  A  VEH  MAINT  FAC  .  . 

BUILDING  . 

BUILT-IN  EOUIPMENT  . 

SUPPORTING  FACILITIES . 

UTILITIES . 

PAVING  AND  SITE  IMPROVEMENT . 

DEMOLITION  AND  ASBESTOS  REMOVAL . 

SUBTOTAL  . 

CONTINGENCY  (  B.OX) . 

TOTAL  CONTRACT  COST . 

SUPERVISION.  INSPECTION  A  OVERHEAD  (  C.OK)  . 

TOTAL  REQUEST . 

EQUIPMENT  PROVIDED  FROM  OTHER  APPROPRIATIONS 


16.040 

16.040  82.00 


COST 

(6000) 

1.450 

( 

1.320) 

( 

130) 

530 

( 

200) 

( 

130) 

( _ 22S) 

1.B80 

(NON- ADD 


2.200 

0) 


10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Orw-Mtery  bullGIno.  eonep«t«  foundation,  load  baarlng  naaonry  walla, 
and  eonopota  floora.  wood  truaa  fraaod  roof  with  plyiraod  ahaathing. 
aaaonry.axtarlor  walla;  adalnlatratlva  and  hoaa  drying  araaa;  utllltlaa, 
aprinklara.  fira  and  aaoka  dataetora.  air  conditioning,  vahlela  lift,  a^ 
ooapraaaor  ayataa.  parta  waahar.  and  oil  watar  aaparator;  rock 
axeavatlon.  anvironaantal 1y  eontrollad  alta.  daaol It ion  of  thraa 
bulldinga.  aatoaatoa  raaoval.  raaoval  of  undargrotwid  fual  atoraga  tanka, 
and  raaoval  of  eontaalnatad  aoll;  raloeata  vahlela  fualing  faellltlaa. 


SUBSTANDARD: 


1.  REQUIREMENT:  16.040  SF  ADEQUATE:  _ O  SF  SUBSTANDARD: 

PROJECT; 

Conatrueta  an  aircraft  fira/raaeua  atatlon  with  a  vahlela  aalntananea 
facility.  (Currant  a laa Ion. ) 

REQUIREMENT: 

Adaquato  facility  to  raloeata  tha  fira/raacua  raaponaa  aquipaant  naarar 
to  tha  airflald  to  ba  within  tha  raquirad  raaponaa  tiaa  and  to  provlda 
alaalon  aaaantlal  aalntananea  for  aaaignad  aaorgancy  raaponaa  vahlelaa. 


A  aajorlty  of  thia  atatlon'a  fira/raaeua  raaponaa  aquipaant  (a  baing 
atorad  laproparly.  Exiating  aalntananea  faellltlaa  ara  old.  datarloratod 
bayond  aeonealeal  rapalr.  daflelant  In  alza.  and  ara  laproparly  locatad 
for  aaxiaua  alaalon  offoetlvonaaa.  Soaa  vahlela  aalntananea  la  eonduetad 
outalda  In  inclaaant  waathar.  In  addition,  thaaa  factora  lapair  tha 
aaorgancy  raaponaa  tiaos  for  tha  fira  atatlon. 


Fira  and  roaeuo  raaponaa  win  eontinuo  to  ba  coaproalaad  raaulting  in 
radueod  Ufa  aafoty.  Continuad  inhibitod  alaalon  affactlvanaas  bacauaa 
of  a  lack  of  adaquato  vahlela  aalntananea  apacoa. 


(CONTINUED  ON  OD  1391C) 
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FY  IMS  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC:  NC1002 
VARIOUS  LOCATIONS 


4.  RROOECT  TITLE 

AIRCRAFT  FIRE/RESCUE  STATION  A  VEHICLE  MAINTENANCE  FAC 


12.  SURFLEMENTAL  DATA: 

A.  ESTIMATED  DESIQN  DATA:  (PROJECT  OESIQN  CONFORMS  TO  PART  II  OF  MILITARY 
HANDBOOK  1100,  'FACILITY  PLANNING  AND  DESIGN  GUIDE.') 

(1)  STATUS: 

(A)  DATE  DESIQN  STARTED .  04-93 

(B)  PERCENT  COMPLETE  AS  OF  JANUARY  1994 .  35 

(C)  DATE  DESIGN  3BX  COMPLETE .  09-93 

(D)  DATE  OESIQN  COMPLETE .  09-94 


(2)  BASIS: 

(A)  STANDARD  OR  DEFINITIVE  OESIQN: 

(B)  WHERE  DESIGN  WAS  MOST  RECENTLY  USED: 


YES  NO  X 


(3)  TOTAL  COST  (C)  -  (A)  *  (B)  OR  (0)  *  (E):  ($000) 

(A)  PRODUCTION  OF  PLANS  AND  SPECIFICATIONS . (  132) 

(B)  ALL  OTHER  OESIQN  COSTS . (  ISO) 

(C)  TOTAL .  292 

(0)  CONTRACT . (  260) 

(E)  IN-HOUSE . ( _ 22) 


(4)  CONSTRUCTION  START. 


.  .  .  12-94 

(MONTH  AND  YEAR) 


B.  EQUIPMENT  ASSOCIATED  WITH  THIS  PROJECT  WHICH  WILL  BE  PROVIDED  FROM  OTHER 
APPROPRIATIONS: 

NOFK 
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FY  IMS  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC : 

NAVAL  AND  NARINE  CORPS  INSTALLATIONS. 
VARIOUS  LOCATIONS 


4.  PROJECT  TITLE 

POLLUTION  ABATENENT 
FACILITIES 


S.  PROGRAM  ELEMENT 

6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

VARIES 

VARIES 

VARIOUS 

8.  PROJECT  COST  ($000 
77.850 


8.  COST  ESTIMATES 


U/N  QUANTITY  UNIT  COST  COST  ($000) 


POLLUTION  ABATEMENT  FACILITIES 
TOTAL  REQUEST . 


10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

ThM«  pollution  abatoMmt  f«c111t1o$  will  brine  Nov»1  and  Marino  Corpo 
inatal latlona  into  conpl lanco  with  fodoral.  atata.  and  local 
anvironwantal  laws.  Facllltlos  Ineludo  upgradlne  axiating  strueturos. 
building  now  strueturos.  solid  wasto  disposal,  and  soparatlon  of  wator 
and  sowar  pipollnos.  Environoontal  onginooring  ovaluatlons  woro  porforood 
to  dotaroino  tha  cost  advantagaous  aothod  for  aehlaving  coopllanca  with 
onvlronswntal  laws  and  rogulatlons.  (Saa  individual  projoct  dascriptlons 
of  work . ) 


1.  REQUIREMENT:  VARIES. 

Facllltlos  at  Naval  and  Marino  Corps  Installations  wars  ofton  construetad 
with  Inadaquato  controls  to  aoot  prosont  day  onvlronswntal  quality 
standards.  Industrial  wsstawatars  and  sowago  ara  dischargad  untraatod  or 
inadaquataly  troatod  Into  adjacant  watorwaya.  Thoso  projocts  will 
eontinuo  tha  Navy's  prograo  for  eorracting.  controlling,  and  pravanting 
pollution  at  Naval  and  Marina  Corps  installations,  and  to  coaply  with 
fadaral.  stats,  and  local  air  and  watar  quality  standards.  Tha  pollution 
abatoswnt  prograo  ineludos  projocts  froo  sooo  of  tha  following 
eatagorlos: 

Sanitary  wastawatar  Systoo  -  Sooa  installations  havo  sowaraga  systans 
which  do  not  oaot  present  day  alnlouo  water  quality  standards.  Tha  Clean 
Watar  Act  of  1972.  PL  92>500.  requires  ovary  'point  source*  discharger  to 
obtain  a  permit  which  specif las  tha  allowable  amount  and  constituents 
that  can  ba  discharged  to  surface  waters.  Tha  permit  may  contain  a 
schedula  specifying  tha  dates  by  which  the  discharger  will  aehlovs 
coapl lance.  Projects  In  this  category  provide  improvaoonts  to  sanitary 
sowago  collection  and  traatment  systems  to  satisfy  tha  watar  quality 
criteria  and  permit  raquiromants. 
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1.  REOUIREHENT:  (CONTir:UEO) 

Industrial  Wastswatar  Traataant  Facllitias  -  Industrial  oparatlons  craata 
many  uniqua  wasta  disposal  problaas.  Thasa  wastas  ara  aora  difficult  to 
traat  than  typical  sanitary  wastswatar.  Industrial  wastswatar  affluants 
contain  haavy  aatals  and  toxic  and  corrosiva  chaaicala  that  ara  potantlal 
strsaa  pollutants,  and  also  hava  a  dalatarlous  offset  on  auniclpal  sawaga 
traatisont  systans.  Tharafora,  tha  Navy  oust  provide  pratraatmant  plants 
so  wastes  are  traatod  bafors  being  sent  to  auniclpal  systems  for  further 
traataant.  Industrial  facilities  may  also  discharge  wastes,  untraatad  or 
inadaquataly  traatad.  into  adjacent  drainage  courses  that  empty  into 
harbor  or  navigable  waters  in  violation  of  discharge  permits.  Projects 
In  this  category  provide  traataant  facilities,  and  other  modifications  as 
required,  to  meat  the  discharge  permit. 

Solid  Waste  Nanagsasnt  Facilities  -  The  Navy  is  fast  approaching  a  crisis 
because  of  tha  lack  of  solid  wssta  aanageasnt  facilities.  Thasa 
facilities  are  necessary  to  alnlalze  the  amount  of  trash,  garbage,  solid 
wasta.  and  hazardous  wasta  which  must  be  handled:  and  to  provide  for  the 
segregation  and  aanagaaant  of  recyclable  aaterials  and  their  ultimate 
treatment  and  disposal  In  order  to  protect  public  health  and  tha 
environment. 

Water  and  Sawar  Pipelines  Separation  «  Projects  In  this  category  ihsure 
eompl lance  with  anvlronmantal  protection  agancy  (EPA)  and  state 
regulations  for  ths  ellmlnstlon  of  potable  water  contamination  because  of 
possible  cross'-connaetlona  of  pipelines. 

Potable  Water  Treatment  or  Distribution  Systems  •  Some  Installations 
which  provide  potable  (drinking)  water  may  not  meat  standards  set  by  EPA 
or  the  states  under  tha  Safe  Drinking  Water  Act  (SOWA)  of  1974,  PL 
93*-823.  Treatment  systems  must  be  modified  or  replaced  to  produce 
drinking  water  which  meets  tha  maximum  contaminant  levels  (NCLSs) 
specified  by  CPA  for  specific  contaminants,  including  aatals  and 
organics.  In  soibo  cases,  distribution  systems  do  not  meet  the 
requirements  of  the  SOWA  and  must  be  modified  or  replaced. 

Oil  Spill  Prevention  *  Existing  oil  and  fuel  storage  and  transfer  areas 
do  not  have  the  necessary  oil  spill  control  structures  required  to 
prevent  accidental  oil  dlschargas  from  reaching  navigable  waters.  To 
prevent  the  possible  dischsrgs  of  oil.  in  sny  form.  Into  nsvigabis  waters 
or  Into  the  tributaries  of  such  waters.  Federal  regulations  require 
facilities  storing  or  transferring  oil  to  prepare  an  Oil  Spill  Prevention 
Control  and  Countermeasures  Plan  (SPCC  Plan)  and  to  fully  Implamont  this 
plan  as  soon  as  possible.  Steel  and  conerste  fuel  storage  tanks  at  the 
Navy's  bulk  fuel  distribution  facilities  are  now  ecologically 
unsatisfactory  because  of  navigable  waters  contamination.  This  wss 
caused  when  Navy  converted  ships  to  the  lighter  middle  distlllsta  diesel 
fuel  which  seeps  through  numerous  faults  In  tha  walls  of  tsnks.  In 
addition  to  tanks  leaking,  tha  fuel  piping  systems  have  deteriorated 
beyond  environmental ly  safe  Halts  and  must  be  replaced. 

Hazardous  Waste  Storage  Facilities  -  0%fners  and  operators  of  hazardous 
waste  transfer  and  storage  facilities  are  required  by  the  1884  amendments 
to  the  Resource  Conservation  and  Recovery  Act  (RCRA)  to  provide 
facilities  meeting  stringent  standards.  This  requires  that  all  hazardous 
waste  be  properly  containerized,  packaged,  labelled  and.  if  necessary, 
stored  In  approved  facilities  before  final  disposal.  These  facilities 
may  not  lawfully  begin  or  continue  transfer  and  storage  activities  until 
an  affective  RCRA  permit  is  racalvad.  These  projects  provide  facilities 
which  comply  with  extensivs  technical  and  design  standards  as  mandated 
by  RCRA. 
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11.  REQUIREMENT:  (CONTINUED) 

Air  Emissions  Control  -  Ths  Clasn  Air  Act  Amsndmsnts  of  1980,  PL  10l'S48. 
rsitsrstsd  ths  Congrssslonsi  mandats  to  allmlnata  or  raduca  air 
pollution.  Stata  Implamantatlon  plans  hava  baan  formulatad,  and  spacific 
stratagy  to  achlava  tha  standards  has  baan  promulgatad.  Projacts  in  this 
catagory  will  allmlnata  or  raduca  amission  from  staam  and  haating  plant 
bollars,  f Ira-f Ighting  training  schools,  opan  sand-blasting  and  paint 
spraying  oparatlons,  gaaol ina  diapansing  facllltlas,  and  industrial 
oparatlons.  Tha  common  pollutants  includa  partlculatas,  sulfur  oxidas, 
nitrogan  oxidas,  hydrocarbons,  photochamical  oxidants  (chisfly  ozona)  and 
carbon  monoxide.  All  projacts  will  ba  dasignad  to  tha  most  stringent 
existing  standard.  In  som  Instancea.  a  notice  of  violation  from  tha 
Local  Air  Pollution  Board  has  baan  racalvad  by  tha  activity.  This  can  be 
axpactad  to  Incraasa  as  air  parmlta  are  procassad  with  tha  states  in 
accordance  with  tha  Clean  Air  Act  Amandmants  of  1990. 

12.  SUPPLEMENTAL  DATA: 

A.  ESTIMATED  DESIGN  STATUS:  PROJECT  DESIGNS  CONFORM  TO  PART  II  OF  MILITARY 
HANDBOOK  1190.  ‘FACILITY  PLANNING  AND  DESIGN  GUIDE*. 

Individual  project  descriptions  follow: 


(CONTINUED  ON  00  139 1C) 


00  FOfOM  1391C 
10EC76 


PAGE  NO. 


131 


FY  1S8S  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC : 


NAVAL  AND  MARINE  CORPS  INSTALLATIONS.  VARIOUS  LOCATIONS 


4.  PROJECT  TITLE 


•.  PROJECT  I 


POLLUTION  ABATEMENT  FACILITIES 


VARIOUS 


CATEQORY  PROJECT 

gags _  ifiSBES- 


COST 

110021 


124.30 


P-469 
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AIRCRAFT  READY  FUEL  STORAGE  FACILITY 
CHINA  LAKE  CA  NAWCWPNSOIV 


6.000 


AdaquatR  facllltlM  rpr  raqulrad  for  tho  fuolino  of  oporatlonal  and 
translant  aircraft  In  aupport  of  raaaareh.  davatopaant.  taat  and 
avaluatlon  (R0T6E)  of  air  warfara  ayataaa.  Thia  activity  currently 
conducta  16.000  air  oparatlona  and  uaaa  at0ht  Million  gal  Iona  of  JP-S 
fuel  aach  yaar  in  aupport  of  aaaignad  aircraft  and  Mlaalon-ralatad 
tranalont  aircraft.  Tha  axlatlng  400.000-gallon  atorago  facility 
conalata  of  alght  underground  concrete  atoraga  tanka  conatructad  In  1945. 
In  1990.  thaaa  tanka  ware  found  to  ba  leaking  and  cauaing  aoil 
contaal nation.  Under  a  conaant  dacraa.  the  Dapartaant  of  Environaantal 
Sorvlcaa.  California  Roaourcaa  Managaaant  Agency  agraad  to  oxtand  tha 
Navy'a  operating  paralt  until  July  1996,  If  tha  Navy  agraad  to  rallna  tha 
tanka  to  atop  tho  leak,  by  July  of  1991.  and  roplaca  thaa  to  aodarn 
atandarde  (above-ground,  doublo-wal lad.  leak  datactlon  ayataa.  ate.) 
within  five  yoara  ao  alta  elaan-up  of  tha  eontaalnatad  area  could 
eoaaanea.  Tha  rallning  waa  parforaad  and  raaadlal  Invaatigatlon  of  tha 
alta  la  underway.  Thia  project  will  provide  four  new  tanka  with  a  total 
capacity  of  390,000  gal  Iona  at  a  new  clean  alto,  without  thia  project, 
thia  activity  will  not  be  able  to  provide  tho  required  fuel  for  tha 
aaaignad  and  tranalont  aircraft  and  will  fall  to  aoat  Ita  alaalon. 
(Currant  alaalon.) 

Eeonoale  Altornativaa  Conalderad: 

a.  Statua  Quo:  Thia  la  not  a  viable  altarnativa.  According  to 

local  and  atata  rogulatlona,  the  axiating  facility  will  not  ba  allowed  to 
operate  after  July  1996,  once  tha  paralt  haa  expired.  Tharaforo,  a 
aubatantlal  portion  of  thia  aetivlty'a  alaalon  will  bacoaa  lapoaalblo  to 
aceoapl lah. 

b.  Ronovatlon/Modarnizatlon:  Tha  dealgn  and  conatructlon  of  the 
axiating  tanka  pracludaa  additional  rapaira  or  altaratlona  which  would 
aaat  axiating  environaantal  rogulatlona.  It  la  not  foaalbla  to  uaa  any 
portion  of  tho  axiating  facility  bacauao  of  tho  anticipated  elaan-up 
effort . 

e.  Loaaa:  There  are  no  private  firaa  in  tho  area  with  tha 
capability  to  provide  thia  atoraga. 

d.  New  Conatructlon:  Conatructlon  of  a  new  environaantal ly-aaf a 
facility  la  tha  only  alternative  that  will  aatlafy  tho  raquiraaant. 

a.  Analyala  Raaulta:  Not  preaant  value  ealeulatlona  wore  not 
parforaad,  alnea  new  conatructlon  la  tho  only  viable  alternative. 


942.10 


P-213 


POTABLE  WATER  DISTRIBUTION  SYSTEM  UPGRADES 
EL  CENTRO  CA  NAF 


1.500 


Upgradoa  to  tha  potable  water  troataont  plant  and  diatrlbutlon  ayataa  aro 
raquirod  In  order  to  Maintain  an  adequate  water  aupply.  Exiating  potable 
water  ayataa  dooa  not  coaply  with  tha  Safa  Drinking  Water  Act.  California 
Dapartaant  of  Health  Services  (DOHS)  drinking  water  regulations,  nor  tha 
National  Fira  Protection  Association  (NFPA)  coda.  Tha  adequacy, 
capacity,  reliability  and  physical  conditions  of  tha  systaa  are 
Inadequate.  This  project  will  provide  In-line  pressure  boosters,  cross 
connection  control  davicos,  distribution  Unas,  and  lead  soldered 
fittings.  (Currant  Mission.) 
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Econonic  Altarnativn  Cons 1 dared: 

s.  Status  Quo:  Tha  existing  drinking  water  systaa  is  outdated, 
deteriorated  and  not  adequate  to  support  base  daeand.  This  systae  does 
not  comply  with  California's  Safa  Drinking  Water  Act  and  cannot  provide 
adequate  flow  for  fire  fighting.  This  alternative  Is  not  acceptable. 

to.  Ranovatlon/Modarnizatlon:  This  project  repairs  portions  of  the 
system  that  can  be  repaired  and  replaces  deteriorated  storage  tanks  and 
equipment. 

c.  Lease:  No  commercial  water  source  with  sufficient  capacity  is 
available  In  tha  region. 

d.  New  Construction:  Now  construction  Is  required  to  replace  the 


d.  New  Construction 
deteriorated  water  tanks. 

e.  Analysis  Results 
is  required. 


A  combination  of  now  construction  and  repair 


B31 . IB 


P-214 


WASTEWATER  TREATMENT  PLANT  UPGRADE 
EL  CENTRO  CA  NAF 


Upgrades  to  the  wastewater  treatment  plant  and  sawar  system  are  required 
to  comply  with  Clean  Water  Act,  California  Regional  Water  Quality  Control 
Board  wastewater  treatment  regulations  and  National  Pollution  Dlscharga 
Elimination  System  (NPDES)  permit  standards.  Since  this  plant  provides 
only  primary  treatment,  a  secondary  treatment  Is  required  to  meet  NPDES 
permit.  This  project  will  provide  secondary  treatment,  install 
chlorination  capability,  replace  stabilization  ponds  and  provide  storm¬ 
water  pretreatment .  (Currant  mission.) 

Economic  Alternatives  Considered: 

a.  Status  Quo:  The  wastewater  treatment  plant  and  collection 
system  does  net  comply  with  the  Clean  Water  Act  and  California's  Water 
Quality  regulations.  This  Is  not  an  aeeeptabls  alternatlvs. 

b.  Renovation/Modernization:  The  existing  system  lacks  adequate 
capacity  that  can  only  bo  provided  by  now  construction  for  plant 
expansion. 

c.  Lasse:  No  commercial  treatment  source  with  sufficient  capacity 
Is  avallsbie  in  the  region. 

d.  New  Construction:  This  Is  the  only  viable  alternative. 

e.  Analysis  Results:  Now  construction  Is  the  recommended 
alternative. 

213.88  P-38S  ABRASIVE  BLAST  AND  PAINT  SPRAY  FACILITY 

PORT  HUENEME  CA  NCBC 


COST 

(»OQP) 


1,500 


4.850 


An  adequate  facility  is  required  for  performing  abrasive  blasting  and 
paint  spraying  operations  In  accordance  with  all  applicable  Occupational 
Safety  and  Health  Act  (OSHA)  and  Environmental  Protection  Agency  (EPA) 
regulations.  These  operations  are  performed  on  automotive  and 
construction  equipment  essigned  to  the  Fleet  Naval  Construction  Force  and 
stored  as  prepositlonad  war  reserve  material.  Abrasive  blast  and  paint 
spray  operations  are  currently  being  conducted  out-of-doors,  since  there 
Is  no  facility  large  enough  to  satisfy  waste  capture  and  containment. 

Because  the  equipment  must  remain  In  a  ready-f or- issue  condition  at  all 
times,  the  preventive  maintenance  efforts  must  not  be  curtailed  for  any 
length  of  time.  Even  typical  weather  conditions  can  causa  serious 
environmental  health  problems  because  of  the  open  air  operations,  by 
carrying  airborne  contaminants  (silica  sand,  metal  contaminants,  paint 
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spray  mats  and  vapors)  into  othar  araas  of  tha  baaa  and  avsn  outalda  tha 
boundarlas  of  tha  baaa.  (Currant  alsslon.) 

Eeonoalc  Altarnativas  Considarad: 

a.  Status  Quo:  Currant  procadura  of  blasting  and  painting  larga. 
haavy  aquipaant  Itaas  outdoors  Is  now  prohibitad  by  local  Air  Pollution 
Control  ragulatlons.  Slnca  tha  local  air  basin  Is  ratad  as 
*non-attalnasnt'  for  particulatas  and  ‘aavara  non-attalnaant*  for  ozona. 
It  Is  not  faaslbla  for  tha  Navy  to  rafuaa  to  coaply. 

b.  Ranovatlon/Nodarnlzatlon:  Sines  tha  foraar  procadura  was  to  work 
outdoors  without  faellltlas.  thara  ara  no  blast  or  paint  facllltlas  for 
larga.  haavy  aquipaant  Itaas  to  ba  ranovatad  or  aodornizod. 

c.  Laasa;  Thara  ara  no  facllltlas  In  tha  laaadlata  araa  capabla  of 
handling  tha  larga  construction  aquipaant.  snail  craft,  and  Saalift 
support  Itaas.  For  tha  saallar  itana.  transportation  costa  bacons 
significant,  if  tha  Itaas  ara  to  ba  workad  off-basa.  For  axanplo. 
attanpts  to  hava  oil  ■skinnara*  sand-blastad  by  contract  ravaalad  that 
turn-around  tlna  ineraasad  froa  four  days  to  four  nonths.  and  costs 
ineraasad  froa  $18. OCX)  to  $84,000  par  yaar. 

d.  Naw  Construction:  This  is  tha  only  option  for  parfoming  tha 
raquirad  aquipaant  praaarvatlon  functions  on  tha  vary  larga  Itana 
involvad.  In  eoapi lanes  with  currant  sir  pollution  control  regulations. 

a.  Analysis  Results:  Naw  construction  is  tha  racoaaandad  altarnativa. 


SUBTOTAL  -  CALIFORNIA 


441.72 


P-468 


HAZARDOUS  AND  FLAMNABLE  SERVHART  ADDITION 
JACKSONVILLE  FL  FISC 


COST 

(»ooo) 


13,B50 


2,200 


Adequate  and  proper ly-daslgnad  Sarvnart  addition  to  naat  Environnental 
Protection  Agency  (EPA)  and  Navy  Occupational  Safety  and  Health  (OSHA) 
raquiraaants  for  tha  storage  of  hazardous  and  flaaaabla  aatarlals.  This 
canter  has  to  store  and  handle  these  aatarlals  to  efficiently  carry  out 
Its  alsslon  to  supply  activities,  the  fleet,  and  air  wings.  Tha  facility 
currently  being  used  to  store  hazardous  and  flaaaabla  aatarlals  was  never 
intended  for  this  purpose.  It  Is  constructed  of  flaaaabla  aatarlals.  has 
no  spin  contalnaant  boras,  and  an  Inadequate  sprinkler  systoa.  Tha 
saall  size  of  the  building  results  in  lapropar  storage  of  incoapatlbla 
aatarlals  In  violation  of  firs,  safety,  and  health  regulations.  This 
project  win  correct  those  def Iclanclos.  Without  this  project,  thara 
win  ba  continued  violation  of  EPA,  OSHA.  and  fire  regulations,  with  tha 
chance  of  personal  Injury,  choaleal  spills,  and  fire.  (Current  alsslon.) 
Eeonoalc  Altarnativas  Considarad: 

a.  Status  Quo:  Because  of  the  conditions  of  the  existing  facility, 
this  Is  not  a  viable  alternative. 

b.  Ranovatlon/Nodarnlzatlon:  Since  tha  existing  facility  is  not 
dasignod  as  a  hazardous  and  flaaaabla  storehouse,  renovations  would  ba 
required  froa  tha  ground  up  and  cost  aore  than  naw  construction. 

c.  Lease:  Thara  Is  a  lack  of  suitable  storage  facilities  In  tha 
laaadlata  local  araa.  Storage  of  this  aatarlal  aust  be  in  close 
proxialty  to  tha  users.  Additional  personnel  would  ba  raquirad  to 
operate  an  off-basa  operation  as  wall  as  increased  autoaatlc  data 
proeassing  raquiraaants.  Tha  location  of  this  facility  adjacent  to  tha 
existing  sarvaart  will  kaap  operation  cost  to  a  alnlaua. 

d.  Naw  Construction:  This  is  tha  only  alternative  that  will  satisfy 
tha  raquiraaant. 
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•.  AnRly«ls  RMulta:  Nat  praaant  valua  calculattona  wara  parforaad, 
and  naw  conatruetlon  la  tha  only  vlabla  altarnativa. 

SUBTOTAL  -  FLORIDA 


COST 

(SOOO) 


2.200 


miaais 


832 . 10 


P-437 


SANITARY  SEVER  SYSTEH  UPGRADE 
GREAT  LAKES  IL  PNC 


13,000 


During  panoda  of  naavy  rainfall,  norawl  aanitary  waatawatar  flow  fron 
tha  Graat  Lakaa  Naval  Coaplax  ineraaaaa  aignlf icantly  dua  to  atora  watar 
Infiltration  into  tha  datarloratad.  laaky  aanitary  aanholaa  and  aawar 
llnaa.  Tranafar  capability  to  tha  North  Shora  Sanitary  Olatrict'a 
(NSSO'a)  traataant  plant  la  pariodleally  axeaadad  dua  to  that  plant'a 
Halted  capacity  and  raatrictlona  on  tha  Navy  ayataa.  In  thaaa 
inatancaa.  axcaaa  flow  la  dlvartad  to  taaporary  atoraga  facilltlaa  on 
Navy  proparty  until  tha  peak  haa  aubaldad  and  than  it  la  tranafarrad  to 
tha  NSSO  ayataa.  Tha  Navy  convayanoa  and  taaporary  atoraga  facilltlaa 
ara  not  adaquata  for  handling  tha  axcaaa  aanitary  waatawatar  flow,  and 
ovarflowa  into  Laka  Nichlgan  occur  aavaral  tlaaa  aach  yaar  in  violation 
of  tha  Fadaral  Watar  Pollution  Control  and  Claan  Watar  Acta  and  tha 
minela  Envlronaantal  Pretactlon  Act.  Thia  project  win  conatruct  two 
taaporary  ratantlon  beaina,  aanitary  rallaf  aawara.  and  repair  dafactlva 
aanitary  aanholaa.  lift  atatlona  and  aawar  llnaa.  Without  thia  projoct, 
tha  Envlronaantal  Protection  Agency  aay  revoke  or  auapand  tha  Navy'a 
NPOES  paralt  and  lapoaa  heavy  finaa  with  each  incldanoa.  (Currant 
alaalon. ) 

Econoale  Altornatlvea  Conaldarod: 

a.  Statua  Quo:  Ineraaaingly  fraquant  apllla  of  affluent  into  Laka 
Nichlgan  xlll  violate  atandarda  required  by  Fadaral  and  Illlnola 
Environaa  it  ml  Protection  Aganclea.  Tharafora,  tha  atatua  quo  waa 
allalnatad  aa  an  option  boeauaa  it  win  parpotuato  tha  pollution  and 
envlronaantal  problaaa. 

b.  Ranovatlon/Nodarnizatlon:  All  naeaaaary  altaratlona  and  rapaira 
could  bo  aada  to  tha  oxiating  taaporary  atoraga  facilltlaa  and  other 
atructuraa  converted  into  ratantlon  baalna.  Thaaa  atructuraa  eonalat  of 
coaponanta  of  two  aawaga  traataant  planta  abandoned  over  20  yoara  ago. 

An  aconoale  analyala  dateralnod  that  in  addition  to  atm  being 
Inadequate  In  capacity,  thia  aolutlon  would  not  be  coat  affaetlva. 

e.  Loaaa:  No  privately  owned  aanitary  aawar  ayataaa  oxiat  In 
proxlalty  to  tha  Groat  Lakaa  Naval  Coaplax.  Neighboring  coaaunitloa  have 
no  axcaaa  atoraga  capacity. 

d.  Now  Conatruetlon:  Thia  altarnativa  would  conatruct  two  now 
retention  baalna,  relief  aawara.  and  daaollah  aoaa  oxiating  atructuraa. 
Additionally,  rapaira  (aaaling)  of  the  aanholaa,  puap  atatlona  and  lines 
would  ba  dona. 

a.  Analyala  Roaulta:  Nat  praaant  value  calculations  Indicate  that 
naw  construction  of  the  taaporary  atoraga  facilities  In  combination  with 
repairs  to  tha  existing  collection  systaa  has  the  lowest  llfa-cyelo  cost 
among  tha  vlabla  altornativas. 

SUBTOTAL  -  ILLINOIS 


13.000 
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POTABLE  WATER  DISTRIBUTION  SYSTEH  ADDITION 
LAKEHURST  NJ  NAWC  ACFTOIV 


Additions  and  nodi f lest ions  ara  raqulrad  to  ths  potabla  Mstar 
distribution  systoa  to  insura  a  ral labia  and  accaptabla  watsr  supply  in 
coapi lanes  with  anvironaantal  ragulatlons.  This  activity  Is  raqulrad  to 
provido  safa,  ral labia  drinking  watar  to  its  paopla.  and  raduca  tha  risk 
of  watar  loss  to  ths  tast  araa.  whara  tha  bollars  that  oparata  ths 
catapults  ara  loeatad.  Tha  Hill  Watar  Systan  suppllas  watar  to  tha  aaln 
basa  for  drinking,  staaa  hasting,  and  aanufaeturing  proeassas.  Ths  Naw 
Jarsay  Safa  Drinking  Watar  Act  (NUSOWA)  raquiras  at  laast  two  soureas  of 
supply  eapsbla  of  supporting  ths  avorago  dally  daaand.  storaga  aqual  to 
avaraga  dally  dsnand,  and  trastaant  sufflelant  to  asst  watar  quality 
standards.  Tha  tast  aras  systan  suppllas  wstar  for  drinking,  staaa 
haatlng,  and  faads  low  and  high  prassura  dollars  which  oparata  tha 
aircraft  staaa  catapult  tast  oonplax.  This  eenplax  has  tha  Navy's  only 
land-basad.  low-prassura  and  C-13  catapults,  which  ara  tha  baekbona  for 
tha  Flaat  Eaargsney  Support  Progran,  and  hava  tha  uniqua  faaturas  of  a 
daadload  launch  capability.  This  systan  nuat  provida  tha  radundant 
drinking  watar  supply  raqulrad  by  tha  NUSOWA  and  a  back-up  seurM  for 
staaa  production  to  avoid  Interruptions  of  operations.  Tha  Naw  Uarsay 
Oapartnant  of  Envlronnantal  Protaetlon  (OEP)  has  cited  tha  Hill  Systan 
has  having  a  substandard  back-up  source.  Back-up  wall  traatnant  is 
inadaquata  covering  only  40X  of  currant  dally  raquiraaants.  This  watar 
is  high  in  Iron  and  sulfides  rendering  its  quality  unaecaptabla. 

Connaetlon  to  the  local  borough  watar  supply  or  tha  tast  area  systan  Is 
not  feasible.  Alternate  walls,  punps.  and  traatnant  is  required.  This 
systan  traatnant  has  bean  cited  by  OEP  as  substandard.  Repairs  to  tha 
traatnant  facility  will  eorraet  nost  daf lelanelas.  but  leave  tha 
traatnant  without  a  paekad  tower  to  ranova  volatile  organics.  There  is  a 
possibility  of  oontanlnant  nigration  fron  one  of  tha  National  Priority 
List  sites  on-baaa.  in  the  ranadlal  proeass.  to  ths  walls.  Alnost  any 
eontanlnatlon  would  prasant  an  unacceptable  health  risk.  Tha  storage 
capacity  of  tha  Hill  Systan  is  300.000  gallons.  78  pareant  of  tha  code 
raquiranant.  without  an  altemata  storaga  tank,  cleaning  and  repairs  to 
the  existing  tank  causa  asjor  service  disruptions.  The  Tast  Systan  Is 
general 1y  adequate  to  neat  tha  existing  dansnd.  However,  tha  only  usable 
back-up  wall  can  only  handle  drinking  watar  raqulranants  and  cannot 
sustain  boiler  operations.  This  problan  is  conpounded  by  gaologicsl 
survey  data  that  indicates  a  watar  drawdown  of  47  foot  over  tha  last  20 
years,  and  Increasing  adjacent  oonnunity  davalopnant  which  inpacts  watar 
quality  and  poses  serious  conpetltlon  for  tha  two  aquifers  which  tha 
activity  ral las  on.  Tha  drawdown  rata  nakas  a  wall  failure  a  very  real 
possibility.  Without  this  project,  thara  is  a  potential  loss  of  wstar 
supply  If  the  prlaary  facilities  ara  rendered  Inoperable,  as  wall  as  a 
Health  risk  to  basa  residents  and  personnal.  This  could  pracluda  alsslon 
accoapi Ishwsnt .  Failure  to  coaply  with  state  regulations  could  result  in 
OEP  notices  of  violation,  fines,  and  orders  to  caasa  operations  until 
coapllanco  can  be  achlavad.  (Currant  alsslon.) 

Econoalc  Altarnatlvas  Considered: 

a.  Status  Quo:  This  project  corrects  Safa  Drinking  Watar  Act 
daficlanclas  in  which  tha  status  quo  is  unaecaptabla. 

b.  Ranovatlon/Noderni Ration:  Repairs  sre  currently  being  aada  to 
tha  existing  faellltlas  on  a  phased  basis  to  keep  froa  disrupting 
service.  This  effort  will  not  eorraet  tha  daficlanclas  in  the  systaas 
that  ara  not  in  coapllanco  with  tha  NUDEP  regulations.  Now  ral labia 
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NEW  JERSEY 

walls,  additional  storaga  capacity,  aora  sopnisticatad  traataant 
capability,  and  loopad  distribution  iinas  ara  raqulrad.  Tha  proposad 
additions  in  conjunction  with  axlstlng  facllltlas  will  aaat  all  tha 
activltlas  naads.  Ranovatlon  or  aodarnizatlon  of  tha  axisting  facllltlas 
alona  will  not  aaat  tha  tachnical  daaand. 

c.  Laasa:  Connactlon  to  tha  local  aunicipal  systaas  was  dstaralnad 
to  bo  infaasibta  baeausa  of  tha  assoclatad  construction  costs  and 
connactlon  faas,  and  having  to  provide  parforaanca  and  aalntananca  bonds 
and  pay  production  rates  equal  or  greater  than  in-housa  rates. 

d.  New  Construction:  Construction  in  eoablnatlon  with  renovations 
of  tha  existing  systaa  is  tha  only  alternative  which  will  satisfy  ths 
raquirsisant. 

a.  Analysis  Results:  Nat  present  value  calculations  wore  not 
perforaad.  since  the  eoablnatlon  of  new  construction  and  aodarnizatlon  of 
tha  existing  systaa  Is  tha  only  viable  alternative.  ________ 

SUBTOTAL  -  NEW  JERSEY  2.850 


214.55 


P-B4B 


OIL  SPILL  PREVENTION 
CAMP  LEJEUNE  NC  MCB 


4,450 


Corrects  an  axisting  anvironaantal/oparatlonal  daflelaney  at  a  Coabat 
Vehicle  Maintananoa  Facility.  Wash/graasa  racks  and  parking  aprons  ara 
raqulrad  for  cleaning  and  aalntananca  of  tactical  vahlelas  and  artillery 
places  prior  to  storags.  Existing  daaagad  and  eontaalnatod  asphalt 
parking  aprons,  adjacent  soil  and  dabrls  will  be  required  to  bo  raaovod 
and  raplaoad.  The  existing  wash  station  cannot  handle  the  currant  voluao 
of  vahlelas  being  aarvlead.  Pollutants  are  being  discharged  into  the 
stem  drainage  systaa  outfall,  and  erosion  problaas  exist.  Excess  water 
is  draining  Into  a  nearby  tributary  of  the  New  River  asking  this  an 
anvironaantal  problaa.  The  Artillery  Roglaont  does  not  have  adequate 
vehicle  washing  and  aalntananca  facilities  to  support  its  alsslon  and 
achieve  anvironaantal  coapl lance  at  tha  saae  tlae.  Coapllanca  with 
anvironaantal  aandatos  cannot  bo  oat  and  aalntananca  capabtl Ity/coabat 
roadinass  will  continue  to  ba  lapalrad  until  these  daflclanelas  are 
eorractad.  (Currant  alsslon.) 

Eeonoalc  Alternatives  Considered: 

a.  Status  Quo:  Tha  status  quo  Is  not  a  viable  alternative  as  tha 
raquiraaant  corrects  an  anvironaantal  problaa. 

b.  Ronovatlon/Modarnizatlon:  Alterations  to  tha  existing  washracks 
and  pavaaents  cannot  ba  aecoapllshod  for  lass  than  75%  of  the  cost  of 
now  construction. 

c.  Lease:  Leasing  Is  not  a  viable  altornativo  for  aaotlng  this 
raquiraaant. 

d.  New  Construction:  New  construction  Is  tha  only  viable 
alternative  to  correct  tha  pollution  and  erosion  problaas  and  satisfy 
tha  operational  daflclanelas. 

a.  Analysis  Results:  Net  present  value  calculations  ware  not 
perforaad,  since  now  construction  Is  the  only  viable  alternative. 

SUBTOTAL  -  NORTH  CAROLINA 


4.450 
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SANITARV  SEWER  SYSTEM  UPGRADES 
NEWPORT  RI  NETC 


COST 

ifSS&l 


14,500 


Upgradw*  to  tho  tMso-wldo  Mnltary  owMr  syatM  aro  raqulrad  to 
aceowodata  aystoa  capacity  laprovoaonta  to  aaat  currant  and  axpandad 
raquiraaanta.  Tha  Naval  Education  and  Training  Cantor  la  tha  host 
coanand  for  tha  Nawport  Naval  Coaplaa  and  is  raqulrad  to  provlda  an 
adaquata  sanitary  sawar  syataa  for  tha  coaplax  and  for  axcassad  Navy 
proparty  with  daadad  rights  to  sawaga.  Tha  syataa  oust  confom  to  stata 
and  fadaral  raquiraaanta  aandating  rasponalbla  oparatlon  within  daaign 
oapacltlas  and  altarnata  powar  souroa  at  aach  puaplng  station.  Tho 
ovaragad  syataa  is  currantly  oparating  with  11  of  Its  14  puaplng  stations 
axcaading  thoir  capacity  during  peak  dally  flows  and  four  axcaading 
It  with  Just  avoraga  dally  flows.  With  projactod  futura  flows,  thasa 
axcaading  stations  incroasa  to  12  and  5.  raspactivaly.  Only  2  of  tho  14 
puaplng  stations  currantly  havo  tha  raqulrad  altarnata  powar  souroa. 

Ovor  11.000  llnaar  fast  of  sawar  aalns  ara  undarsizad  for  currant  and 
projactod  flews.  This  cantor  has  rocolvod  sovaral  notloas  of 
violation  froa  tha  Stata  of  Rhoda  Island's  Oapartaant  of  Environaantal 
Managaaant  (OEM),  with  resultant  finoa.  bacauaa  of  the  condition  and 
operation  of  tha  sanitary  sawar  syataa.  Without  this  project,  spillages 
win  eontlnua  to  occur  and  result  in  aora  violations.  The  systaa 
win  continue  to  ba  in  nen-ceapllanea  bocauso  of  a  lack  of  altarnata 
powar  at  an  tha  puap  stations.  Also,  tha  Nawport  Naval  Coaplax's 
ability  to  handle  alsslens  requiring  additional  sewage  will  ba  sovoroly 
Halted.  (Currant  alsslen.) 

Econoaic  Altornativos  Considarod: 

a.  Status  Quo:  This  is  not  a  viable  altomativa.  baeausa  spinagos 
win  continue  to  occur  with  tho  potential  for  aora  violation  notices 
froa  tho  state. 

b.  Ronovatlon/Modarnizatlon;  Tha  existing  sower  systsa  requires 
soaothing  aora  than  renovation  work  since  it  involves  a  significant 
aaount  of  additions  to  the  plant  and  Is,  thoraforo.  not  tschnlcany 
foasibla. 

c.  Loasa:  The  Navy  Is  the  poralt  holder  for  tha  systaa  and  leasing 
Is  not  a  viable  altornativa. 

d.  New  Construction:  Now  construction  Is  tho  only  alternative  that 
will  satisfy  the  roquiraaant. 

a.  Analysis  Results:  Not  present  value  calculations  twro  not 
parfomad.  since  new  construction  Is  tha  only  viable  alternative. 

SUBTOTAL  -  RHODE  ISLAND 


14,500 
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831.10  P>439  SEWAGE  TREATMENT  PLANT  UPGRADE  18.900 

QUANTICO  VA  MCCOMBOEV  CMD 

A  Mwaga  traataant  plant  la  raqutrad  that  eoapllaa  with  diaeharga  llalta 
praaerlbad  by  tha  National  Pollutant  Diaeharga  Ellalnatlon  (NPDES), 

Virginia  Pollutant  Diaeharga  Ellalnatlon  Syataa  (VPDES)  and  tha 
Chaaapaaka  Bay  initlativa.  Tha  axiating  traataant  plant  la  oparating 
undar  a  eonaant  ordar  dua  to  tha  plant ‘a  Inability  to  aaat  tha  affluant 
diaeharga  llaltatlona  aatabllahad  by  the  Coaaonwaalth  of  Virginia.  Tha 
plant  la  oparating  near  aaxlaua  eapaelty  and  tharafora  haa  no  radundaney 
capability.  Failure  to  upgrade  thia  facility  will  raault  in  tha 
continued  operation  of  tha  axiating  plant  in  violation  of  Federal  and 
Coaaonwaalth  water  pollution  lawa.  (Currant  alaaion.) 

Eeonoale  Altarnativea  Conaldarad: 

a.  Statua  Quo:  Tha  axiating  2  MOD  plant  la  oparating  near  aaxlaua 
eapaelty.  haa  no  redundant  capability,  and  will  not  be  able  to  eoaply 
with  antlelpatad  nutriant  raaoval  raquiraaanta.  Tha  atatua  quo  la  not  a 
viable  alternative  alnoa  tha  laek  of  redundant  eapablllty  and  nutriant 
raaoval  aqulpaant  put  the  eoaaand  at  great  riak  of  violating  praeant  and 
future  affluant  diaeharga  llaltatlona  aatabllahad  by  tha  Coaaonwaal th  of 
Virginia. 

b.  Ranovatlon/Modarnlzatlon:  Renovation  and  aodernlzatlon  of  tha 
axiating  plant  la  tha  aoat  aeonoalral  altamativa. 

e.  Laaaing:  Laaaing  appaara  to  be  a  viable  alternative,  however, 
the  eoata  are  anticipated  to  axeaad  tha  coat  of  plant  renovation. 

d.  New  Conatruetlon;  Naw  conatructlon  la  a  viable  altamativa. 

However.  It  la  not  tha  anat  eoat-affaetiva  aathod  for  aawaga  traataant. 

a.  Analyala  Raaulta:  Nat  praaant  value  ealeulatlona  Indicate  that 
renovation  and  aodarnizatlon  of  the  axiating  plant  haa  tha  lowaat 
llfa-eycia  coat  aaong  tha  viable  altametivaa.  _ 

SUBTOTAL  -  VIRGINIA  18.800 

WASHINGTON 

841.10  P-240  INDUSTRIAL  WASTEWATER  TREATMENT  FACILITY  3.200 

BREMERTON  PUGETSND  WA  NSY 

Thia  project  la  raquirad  to  Inatall  paraanont  pipallnea  between  dry 
doeka.  berthing  and  repair  plara  and  akid-aountad  oily  waatawatar 
traataant  unita  being  procured  by  tha  ahipyard.  Large  quantitlea  of  oily 
waatawatar  are  generated  by  aubaarinaa  and  aurfaca  ahipa  located  at 
plaralda  and  In  the  dry  doeka.  Thia  waatawatar  auat  be  treated  to  raaova 
oil  and  heavy  aetala  prior  to  diaeharga  to  the  aanitary  aawar  ayataa.  At 
.  praaant.  oily  waata  la  collected  and  diapoaad  of  by  a  coablnatlon  of: 

(1)  waata  oil  rafta  (donuta)  which,  after  alapla  gravity  aaparatlon. 
diaeharga  into  tha  inlet.  (2)  ahipa  waata  oil  bargea  (SWOBS)  which  aro 
taken  to  tha  Maneheatar  Fuel  Facility  for  traataant.  (3)  tank  trucka 
tihich  tranaport  oily  waata  to  Maneheatar  Fuel  Facility,  and  (4)  trucka  or 
bargaa  which  collect  waata  and  tranaport  It  to  tha  ahipyard'a  only 
praaant  akid-aountad  traataant  plant.  Waata  oil  rafta  aro  potential 
point  aourcaa  of  pollution  and  will  aoat  likely  not  be  paralttod  in  tha 
future.  Uaa  of  tank  trucka  and  bargaa  to  tranaport  oily  waata  to  the 
fuel  facility  la  prohibitively  eoatly.  Uaa  of  taaporary  hoaa  ayataaa 
will  raault  in  a  higher  occurronca  of  laaka  and  apllla.  Thia  paraanant 
col  lection  ayataa  la  required  to  inaura  coapllanca  with  tha  Clean  Water 
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NAVY 

J 

FY  198S  MILITARY  C0NSTRUCT10M  PROGRAM 


3.  INSTALLATION  AND  LOCATION/UIC: 

NAVAL  AND  MARINE  CORPS  INSTALLATIONS.  VARIOUS  LOCATIONS 


4.  PROJECT  TITLE 

POLLUTION  ABATEMENT  FACILITIES 


2.  DATE 


B.  PROJKT 


VARIOUS 


CATEOORY  PROJECT 


COST 


WASHINGTON  ' 

Act.  (Currant  Mission.) 

Eeonosile  Altsrnativos  Consldsrsd: 

a.  Status  Quo:  Tha  status  quo  la  unsceaptabla  bscsusa  of  tha 
high-cost  of  oparatlon  and  tha  Incraasad  llkallhood  of  oil  spills. 

b.  Ranovatlon/Modarnizatlon:  No  axisting  Industrial  wastawatar 
traataant  systaa  axists  that  can  ba  ranovatad  or  aodarnlzad. 

e.  Laasa:  Laasing  la  not  an  altarnatlva.  baeauaa  no  eoanarclal 
traataant  plant  with  sufficlant  capacity  axists  In  tha  raglon. 

d.  Naw  Construction:  Naw  construction  will  satisfy  tha  raquiraaant. 
viable 

a.  Analysis  Results:  An  aconoalc  analysis  shows  naw  construction  will 
have  a  payback  of  3.98  yaara  whan  coaparad  to  trucking  oily  wastawatar  to 
tha  Manchastar  Pual  Facility  and  la,  tharafora.  tha  only  viable 
altarnatlva. 


831.10 


P-13C 


IMMJSTRIAL  WASTEWATER  PRETREATMENT  FACILITY 
WHIDBEY  IS  WA  NAS 


1.400 


Adaquata  Industrial  wastawatar  pratraataant  and  aonitoring  facilities  ara 
required  to  coaply  with  U.  S.  Envlronaantal  Protactlon  Agency  (USEPA) 
National  Olscharga  Ellalnatlon  Systaa  Paralt  (NPOES)  raquiraaants.  Tha 
discharge  froa  tha  Aircraft  Intaraadlata  Maintananea  DaiMrtaant's 
washraeks  and  other  operations  show  prasanea  of  hazardous  substanoas. 
These  discharges  ara  currently  being  ralaasad  untraatad  In  violation  of 
tha  National  Pollution  Olscharga  Ellalnatlon  Systaa  raquiraaants.  This 
project  provldas  Industrial  wastawatar  pratraataant  and  aonitoring 
faellltlas  at  various  locations  to  raaova  haavy  aatals.  solvents,  and 
other  hazardous  substanoas  froa  tha  wastawatar.  This  will  bring  this 
activity  under  eoapi lance  and  avoid  tha  risk  of  being  finad  or  shut  down. 
(Currant  Mission. ) 

Econoalc  Altarnatlvas  Consldsrad; 

9.  Status  Quo:  This  Is  not  a  vlabla  altarnatlva  bacausa  tha  existing 
sewage  traataant  plant  aust  ba  upgraded  in  order  to  coaply  with  Fadaral 
and  Stata  envlronaantal  laws.  Fines  in  tha  aaount  of  S80.0(X>  par  day 
plus  tha  cost  of  litigation  could  bo  laposad  for  non-coapi lanca  and  tha 
oporatlons  could  bo  shut  do%m.  Without  pratraataant.  tha  hazardous 
wastes  would  havo  to  bo  colloctad  and  hauled  to  a  disposal  sits  at  a  cost 
of  $800,000  to  1.000.000  par  year.  A  pratraataant  facility  oust  ba 
constructed  to  treat  hazardous  astarlals  and  scroon  out  aatorlals  froa 
Industrial  oporatlons  before  allowing  waste  to  antar  the  sanitary  sowago 
or  storawator  systoas. 

b.  Ranovatlon/Modarnizatlon:  This  aodarnlzatlon  will  bring  axisting 
facilities  Into  coapl lanca  with  currant  Federal  and  Stats  envlronaantal 
latfs. 

c.  Laasa:  Thera  ara  no  coMMorclal  facilities  In  tha  area  which 
could  provide  the  required  services. 

d.  New  Construction*  roplacaaant  facility  would  be  too  costly  and 

not  a  prof erred  a1 terns  «. 

a.  Analysis  Results:  Nat  present  value  calculations  wars  not 
porforaod.  since  aodarnlzatlon  Is  ths  only  viable  altarnatlva. 

831.10  P-138  WASTEWATER  TREATMENT  PLANT  UPGRADE 

WHIDBEY  IS  WA  NAS 

The  Ault  Field  Wastawatar  Traataant  Plant  Is  oxcaoding  its  total 
suspandod  solids  and  biological  oxygon  daaand  pomit  Halts.  This 
facility  aust  ba  upgraded  to  satisfy  deflclanclas  citod  In  October  1991 


3.400 


(CONTINUED  ON  DD  1391C) 
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NAVY 

FY  1MB  MNUTARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC : 


NAVAL  AND  NARINE  CORPS  INSTALLATIONS.  VARIOUS  LOCATIONS 


4.  PROUECT  TITLE 


S.  mOJSCT 


POLLUTION  ABATENENT  FACILITIES 


VARIOUS 


CATE60RV  PROUECT 

sm _  aaftH.  PRQQECT  TITLE/INSTALLATIONyLOCATION 

WASHINGTON 

by  th«  Navy  Inspactor  Ganaral  and  to  bring  tha  facllltlaa  into  coapllanca 
with  llaltatlona  aatabllahad  by  a  National  Pollution  Diacharga 
Ellalnatlon  Syataa  (NPOES)  paralt.  This  projaet  will  construct  a  now 
Saquanclng  Batch  Reactor  (SBR)  traataant  aystaa.  utilixing  tha  existing 
lagoon  for  aludga  storaga  and  aerobic  digestion,  construct  naw  SBR  tanks, 
Bodify  and  repair  existing  traataant  plant  and  sawer  outfall  line,  and 
provide  for  altarnativa  land  application  of  procassad  sludge.  (Currant). 
Eeonoalc  Alternatives  Considered: 

a.  Status  Ouo:  This  Is  not  a  viable  alternative.  Tha  existing 

a swags  traataant  plant  aust  be  upgraded  In  order  to  coaply  with  Federal 
and  State  anvironaental  lam. 

b.  Renovation/Modernization:  Existing  facilities  could  be  aodiflad 
to  correct  present  deficiencies  and  is  the  preferred  aethod  of  bringing 
tha  plant  into  ccapl lance. 

c.  Lease:  This  Is  not  a  viable  alternative.  There  are  no 
eoaasrclal  facllltlaa  in  tha  region  which  could  provide  tha  required 
sarvlcea.  This  activity  has  its  otm  sewage  lagoon  to  handle  its  aewaga. 

d.  Naw  Construction:  Sosw  elaaants  of  this  project  contain  now 
conatruetlon;  however .  aodsmlzatlon  represents  a  aajorlty  of  the  work. 

a.  Analysis  Results:  Nat  present  value  calculations  ware  not 
perforaad,  since  a  ccablnatlon  of  construction  and  aodernizatlon  of  tha 
existing  plant  la  tha  only  alternative  to  bring  the  plant  under 


COST 


SUBTOTAL  -  WASHINGTON 

TOTAL  -  INSIDE  THE  UNITED  STATES 


7.000 

77.BB0 


TOTAL  -  POLLUTION  ABATENENT  FACILITIES 


77.B80 
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FY  1895  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC : 

4  ROJECT  TITLE 

NAVAL  AND  MARINE  CORPS  INSTALLATIONS. 

UNSPECIFIED  MINOR 

VARIOUS  LOCATIONS 

CONSTRUCTION 

5.  PROGRAM  ELEMENT 

080121  IN 

6.  CATEGORV  CODE 

020.00 

7.  PROJECT  NUMBER 

P'085 

8.  PROJECT  COST  ($000] 

7.000 

a.  corr  estmates 


U/M  OUAirriTV  unit  cost  cost  (SOOO) 


UNSPECIFIED  MINOR  CONSTRUCTION 
TOTAL  REQUEST . 


10.  DESCRIPTION  OP  PROPOSED  CONSTRUCTION 

ProJ«et«  autherlxad  by  Titl*  10  USC  2805  not  othorwlso  authorlzod  by  low 
(•xeopt  faally  nouoing)  hovlng  on  approvd  cost  of  $1,500,000  or  loss. 
Ineludino  construction,  altoratlon,  or  convsrslon  of  psrssnsnt  or 
tssporary  facllltlos.  Total  rsquost  Includss  funds  for  supsrvislon. 
inspaetlon.  and  ovarhaad. 


1.  REQUIREMENT;  VARIES. 

Title  10  USC  2805  providas  authority  to  tha  Saeratary  of  Oafansa  and  tho 
Sacratarlas  of  tho  Military  Oapartaonts  to  acquira,  construct,  axtand, 
alter  or  Install  pomanant  facllltlos  having  an  approvod  cost  of 
$1,500,000  or  loss  not  othorwlso  authorizad  by  law.  Includad  sra  thosa 
Itads  roquirod  for  which  a  nood  cannot  reasonably  bo  forasaon  nor 
Justified  In  tiaa  to  be  included  In  an  annual  Military  construction 
prograa,  but  are  so  urgently  roquirod  that  financing  cannot  bo  dafarrad 
until  legislation  in  aupport  of  a  now  program  is  onactod. 


00  FORM  1291 
10EC7S 


PAGE  NO. 


143 


PAGE  NO. 


144 


1.  COMPOS 

MNT 

NAVY 

FY  1895  MILITARY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC : 

NAVAL  AND  MARINE  CORPS  INSTALLATIONS. 
VARIOUS  LOCATIONS 


4.  PROJECT  TITLE 

A  8  E  SERVICES  AND 
CONSTRUCTION  DESIGN 


5.  PROGRAM  ELEMENT 

6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

8.  PROJECT  COST  ($000) 

0901211N 

010.00 

VARIOUS 

43,380 

9.  COST  ESTIMATES 


U/M  QUANTITY  UNIT  COST  COST  ($000) 


AGE  SERVICES  AND  CONSTRUCTION  DESIGN 
TOTAL  REQUEST . 


10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Funds  to  bs  ut11l2sd  undsr  Titls  10  USC  2B07  for  archltsctura)  and 
anglnaarlng  sarvlcas  and  construction  dasign  In  connection  with  military 
construction  projects  Including  regular  program  projects,  unspecified 
minor  construction,  emergency  construction,  land  appraisals,  and  special 
projects  as  directed.  Engineering  Investigations,  such  as  field  surveys 
and  foundations  exploration,  will  be  undertaKen  as  necessary. 


11.  REQUIREMENT:  VARIES. 

All  projects  In  a  military  construction  program  presented  for  approval 
must  be  based  on  sound  engineering  end  the  best  cost  data  available.  For 
this  reason,  design  is  Initiated  to  establish  project  estimates  in 
advance  of  program  submittal  to  the  Congress.  Based  on  this  preliminary 
design,  final  plans  and  specifications  are  then  prepared.  These  costs 
for  architectural  and  engineering  services  and  construction  design  are 
not  provided  for  in  the  conatructlon  project  cost  estimates. 
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NAVY 


3.  INSTALLATION  AND  LOCATION/UIC : 


FY  IMS  MOJTARY  CONSTHUCTION  PROGRAM 


4.  PROJECT  TITLE 


2.  DATE 


NAVAL  AND  NARINE  CORPS  INSTALLATIWS. 
VARIOUS  LOCATIONS 


PROJECTS  $1  NILLION 
AND  UNDER 


B.  PROGRAM  ELEMENT 

6.  CATEGORY  CODE 

7.  PROJECT  NUMBER 

8.  PROJECT  COST  ($000) 

VARIES 

VARIOUS 

VARIOUS 

570 

9.  COST  ESTIMATES 

PROJECTS  $1  MILLION  AND  UNDER. 
TDTAL  REQUEST . 


U/M  QUANTITY  UNIT  COST  COST  (SOOO) 


10.  DESCRIPTION  OF  PROPOSED  CONSTRUCTION 

Sp«clf1«cl  Goraitpuctlon  projects  (except  faelly  rKNielng)  havino  a  funded 
cost  of  SI. 000. 000  or  lees  (see  individual  project  descriptions.) 


11.  REQUIREMENT:  VARIES. 

Projects  are  specif ically  Identified  on  subsequent  sheets. 

12.  SUPPLEMENTAL  OATA: 

A.  ESTIMATED  DESIGN  STATUS:  PROJECT  DESIGNS  CONFORM  TO  PART  II  OF  MILITARY 
HANDBOOK  1190.  ‘FACILITY  PLANNING  AND  DESIGN  GUIDE*. 


INDIVIDUAL  PROJECT  DESCRIPTIONS  FOLLOW: 


(CONTINUED  ON  OD  1391C) 
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PY  10M  MHUTAIIY  CONSTRUCTION  PROGRAM 


2.  DATE 


3.  INSTALLATION  AND  LOCATION/UIC: 

NAVAL  AND  MARINE  CORPS  INSTALLATIONS.  VARIOUS  LOCATIONS 


4.  PROJECT  TITLE 

PROJECTS  SI  MILLION  AND  UNDER 


CATEOORV  PROJECT 


S.  mOJSCT 


VARIOUS 


COST 

($000) 


CALIFORNIA 


116.85 


P-SS2 


AMMUNITION  HANDLING  FACILITY 
CAKV  PENDLETON  CA  MCB 


An  aiMBunltlon  handling  sita  naar  tha  eoastllna  la  raquirad  for  tha 
purpoaa  of  tranafarring  aawunitlon  to  aaphiblous  ahipa.  Float  Marina 
Forca  (FMF)  units,  «man  participating  in  aaphiblous  training  operations 
and  7th  Float  daploynants,  transport  thair  aaaunitlon  from  tha  baach  to 
tha  Navy  ships  offshoro.  Thara  ara  no  adoquata  paraanant  facilities 
available  for  the  purpose  of  preparing  aaaunitlon  for  transfar  to  Naval 
shipping.  An  unlaprovad  araa  is  now  being  used.  This  area  doos  not 
provida  tha  sacurity  and  safety  aaasuras.  lighting,  and  laprovad 
surfaces  necessary  for  staging  and  loading  of  the  aaaunitlon.  Aaaunitlon 
Is  tranaportad  by  forklift  across  1.000  feet  of  sand  for  loading  into 
Navy  landing  craft.  The  currant  aathod  of  operations  Is  unsafe, 
inefficient,  and  tiae-consuaing.  (Currant  alsslon.) 

Eeonoalc  Altarnativas  Considerad: 

a.  Status  Quo:  The  aaaunitlon  handling  operations  for  surface 
transport  are  currently  being  conducted  on  dirt  and  sand  surfaces.  Tha 
status  quo  without  laproveaents  to  tha  existing  situation  is 
unaccaptabla.  Tha  proposed  construction  project  will  provide  those 
laproveaents  by  enhancing  the  safety  and  efficiency  In  the  preparation  of 
aaaunitlon  for  transport  to  Nsvy  shipping.  There  are  no  facilities  of 
this  type  at  this  site,  or  any  where  else  on  Caap  Pendlaton. 

b.  Renovatlon/Modarnlzatlon:  No  facilities  are  available  for 
renovation. 

c.  Lease:  Using  established  ports  is  not  a  viable  alternative. 
Event  waiver  requireaents  and  dense  population  in  the  local  araa  aaka 
transportation  of  aaaunitlon  to  astabllshad  ports  unfeaslbls. 

d.  New  Construction:  New  construction  is  the  only  viable 
alternative. 

e.  Analysis  Results;  New  construction  is  the  only  viable 
alternative.  Although  the  status  quo  Is  aanageable.  it  is  uneeessarily 
unsafe.  Inefficient,  and  tiae-consuaing. 

SUBTOTAL  -  CALIFORNIA 

TOTAL  -  INSIOE  THE  UNITEO  STATES 
GRAND  TOTAL  -  PROJECTS  $1  MILLION  AND  UNDER 
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Page 


Errata  Sheet  150 

New  Construction  Sunmary  159 

California,  Marine  Corps  Base,  Cuap  Pendleton  161 

California,  Naval  Public  Works  Center,  San  Diego  167 

Maryland,  Naval  Air  Station,  Patuxent  River  173 

Virginia,  Naval  Public  Works  Center/Naval  Shipyard,  Portsmouth  177 
Washington,  Naval  Station,  Puget  Sound/Everett  181 
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Operation  and  Maintenance  Overview  239 
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Leasing  265 

Debt  Payment  271 
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DnAKmBR  or  xn  lavr 

MILZTAItT  Wjoanx  BOTanW  ntOOSAM 
risaoi  TUK  1995 

wuuax  SHUT 

The  Operating  B9q>enaeB  portion  of  the  FY  1995  Family  Housing,  Navy, 
Account,  published  in  the  C~1  Annex,  does  not  reflect  correct  breakout  of  the 
subaccounts.  The  subaccount  amounts  should  be  revised  as  follows: 


Published  In 


Corrected 


SubAfififiUQL 


Delta 


Furnishings  Account 

32,233 

34,233 

•f2,000 

Management  Account 

88,827 

82,827 

-6,000 

Miscellaneous  Account 

1,217 

1,217 

0 

Services  Account 

48,793 

50,793 

•t-2,000 

Utilities  Accoimt 

184.845 

186.845 

•*•2-000 

Operating  Expenses 

355,915 

355,915 

0 

inn 


DEPARTMENT  OF  THE  NAVY 
FAMILY  HOUSING  -  FY 1995  BUDGET  ESTIMATE 
AUTHORIZATION  FOR  APPROPRIATION  REQUESTED 

($000) 


FY1995 

FUNDtWQ  PROGRAM 

Construction  of  New  Housing  49,012 

Construction  Improvements  155,602 

A  &  E  Services  and  Construction  Design  24,681 

Appropriation  Request.  Family  Housjno  Construction  229,295 

Ooeratlons.  Maintenance,  and  Debt  Payment  739,263 

Operating  Expenses  169,070 

Utilities  186,845 

Maintenance  383,263 

Debt  Payment  65 

L»Wlng  114.336 

Domestic  64,610 

Foreign  49,726 

Appropriation  Request.  Family  Housing  Support  853,599 

Total  Family  Housing,  Navy  Appropriation  Request  l  ,082,894 

Reimbursable  Authority  Requirements  18,130 

Total  Family  Housing,  Department  of  Navy  Program  l  ,101 ,024 
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DEPARTMENT  OF  THE  NAVY 
FAMILY  HOUSING  >  FY  1995  BUDGET  SUMMARY 
PROGRAM  SUMMARY 


FY  1995  Prooram  $1,101,094 
FY  1994  Program  $1,157,689 

PufDowandScooa 

This  program  providas  for  the  support  of  mlHtary  family  housing  functions  within  the 
Department  of  the  Navy. 


Program  Summary 

Authorization  is  requested  for 

(1)  The  performance  of  certain  construcUon  summarized  hereaflen  and 

(2)  The  appropriation  of  $1 ,101 .024 

(a)  to  fund  this  construction:  and 

(b)  to  fund  partially  certain  other  functions  already  authorized  in  existing  legislation. 
A  summary  of  the  funding  program  for  Fiscal  Year  1995  follows  ($000): 


Program 


•Corrstfuctlon 

Appropriation  Request 
Reimbursements 
Total  Program 

Operations.  Utilities. 

Maintenance.  Leasing,  and  Debt  Payment 
Appropriation  Request 
Reimbursements 
Total  Program 

Total 

Anoroorlatlon  Request 
Reimbursements 
Total  Program 


NSOf 

Marine 

fiBSS 

DON 

Total 

180,694 

48,601 

229395 

180,694 

48,601 

229395 

747,379 

15,130 

106,220 

3,000 

853,599 

18,130 

762309 

109,220 

871,729 

928,073 

15,130 

154.821 

3,000 

1.082,894 

18,130 

943303 

157,821 

1.101.024 
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FMlilY  MWitMi  ITY  lad  HirtBt  COTPt 

rtfgti  Ttur  igyg 


For  oa^onsos  of  faally  houaing  for  tho  Navy  and  Marina  Corpa  for 
eeoatruotlon.  including  aequlaitlon.  raplaeaaMntf  addition,  aaqpanalon, 
axtanalon  and  alteration  and  for  oparatlon  and  nalntananea.  Including  dabt 
payaant,  loaning,  ninor  conatructlcn,  principal  and  Intaraat  ctaargaa,  and 
inauranca  praaluMa,  aa  authorlaad  by  law,  aa  followa:  for  Conatructlcn 
[9370,208,000]  1229, 295, OOOi  for  Oparatlon  and  Malntananca,  and  for  Dabt 
Fayaant  (9772,055,000]  9053,599,000}  In  all  [91,142,253,000] 
91,082,894,000:  Frowldad,  That  tha  aaount  provldad  for  conatructlcn  ahall 
raaaln  available  until  Saptaabar  30,  [1998]  1999. 
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DKPAMimrr  or  m  in.vT 
FAMILY  naaaxaa  -  ft  1995  Biroarr 

CQMSTRPCnOIT  OF  IIHf..aQg8Ilia 


<ln  IbQuaaada) 

FY  1995  Program  $  49,012 
FY  1994  Program  $164,149 


PligpoM  lad  ScQM 

This  program  provides  for  land  acquisition,  site  preparation,  and 
acquisition  and  construction  and  initial  outfitting  with  fixtures  and 
integral  equipment  of  new  family  housing  units  and  assi  tiated  facilities 
such  as  roads,  driveways,  walks,  utility  syr terns,  solar  energy  systems,  and 
commmity  and  recreational  facilities. 

Program  flii—inr 

Authorization  is  requested  for: 

(1)  Construction  of  332  new  homes  and  three  stand  alone  support 
facilities  'tinfo  Housing  Offices  and  one  Housing  Harehouse/Self  Help 
Center) ;  and. 


(2)  Appropriation  of  $49,012,000  to  fund  this  construction. 


Activity 

Mew  Construction 

MCB  Camp  Pendleton,  CA 
PWC  San  Diego,  CA 

Support  Facilities 

HAS  Patuxent  River,  MD 
PWC  Norfolk,  VA 

NS  Puget  Sound,  Everett,  NA 

TOTAL 


Itn  nf  lints 

196  $28,552 

136  18,262 

Housing  Office  863 

Housing  Warehouse/ 

Self  Help  Center  555 

Housing  Office  780 

332  $49,012 


159 


Marine 

Corps 


FY  ItfS  MILITARY  CONSTRUCTION  PROGRAM 


a  MTAUiOiaN  MO  lOOniON 

MARINE  CORPS  BASE  CAMP  PENDLETON.  CA 


•.AaOFMSipK 

kBOPYIM 


OUSTED  I  CniLIM 


S3  1,196  1,300 
SO  1.401  1,300 


4.COMMMO  I  aMEAOONSin 

I  1.18 


STUOSAB  aun'UNIDD 

EniSIED  I  CmUM  OFFICO  I  OLlSia  I  CniUMT  TOTAL 


95  4,033 


■ 


2A2S  31,403  4,041  45,904 

2,435  31,181  4,041  45,526 


7.  MVENTORY  DATA  (SOOO) 

a.  TOTAL  ACREAGE  (186X>61) 

b.  MVENTORY  TOTAL  AS  OF  30  Sap  92 

281,781 

0.  AUTHORIZATION  NOT  YET  M  MVENTORY 

83,730 

d.  AUTHORIZATION  REQUESTED  M  THIS  PROGRAM 

9»KK9 

a.  AUTHORIZATION  MCLUOED  M  FOLLOWING  PROGRAM 

13i)65 

f.  PLANNED  M  NEXT  THREE  PROGRAM  YEARS 

42,848 

a.  REMAINING  DEFICIENCY 

941,784 

h.  GRAND  TOTAL 

13T1,740 

a  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 

CATEoam 

0006  rROJ6CTTTTLt  DOOW 

711  Family  Housing  19 


9.  Future  Projects: 

a.  Included  in  following  progrtun 

b.  Major  planned  next  three  years 


06SIQW  STATUS 
START  OOMPUTE 


28,552 


Turnkey 


100 

(FY97)  (Fy98)  (FY99) 

100  68  100 


Mission  or  Major  Functions;  Provide  housing,  training 
facilities,  logistical  support,  and  certain  administrative 
support  for  Fleet  Marine  Force  units  and  other  units  assigned. 
Conduct  specialized  schools  and  other  training  as  directed. 
Organize  and  train  replacement  units  for  deployment  overseas 
as  directed.  Provide  logistical  support  for  other  Marine 
Corps  Activities  as  directed. 


PREVIOUS  EDITIONS  MAY  BE  USED  INTERNAUV 
UNTIL  EXHAUSTED 
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FY  19  i£  MILITARY  CONSIRUCTION  PROJECT  DATA 


Marina 

Corns 


MOlOCKnoN 

MARINE  CORPS  BASE  CAMP  PENDLETON.  CA 


FAMILY  HOUSING 


T  Housing t 
Buildings 
Supporting  Costs: 

Paving  and  Site  laprovements 

Utilities 

Landscaping 

Recreation 

Special  Construction  Features 
Demolition 

Contingency  (5Z) 

SIOH  (6Z) 

Total  Request 

TOTAL  PROJECT  COST  (ROUNDED) 


(17.532) 

8,191 

(3,820) 

(3,096) 

(784) 

(316) 

(175) 

(0) 

1,286 

1,543 

28,552 

28,552 


10.  DESCWTKMOFI>fO>OSEOCXMSnUCTION 

Two  Story  family  housing  units;  wood  frame  or  masonry  with  stucco  or 
prefinished  siding,  covered  parking,  patios,  exterior  storage,  privacy 
fencing  and  recreational  facilities.  Special  construction  features 
include  seismic  bracing  and  fire  extinguishing  systems  (fire  system, 
factored  into  the  $  per  NSF). 


Bedroom 


Project 
Factor 


1.145 

1.145 

1.145 


Unit 

Cost 


$60.00 

$60.00 

$60.00 


No. 

Units 


($000) 

Total 


$10,223 
$  5.179 
$  2,130 


11.  REQUIREMENT:  13.073FA  Adequate:  7.212FA  Substandard:  OFA 

Project;  Provide  196  adequate  family  housing  units  for  enlisted 
personnel . 

Requirement ;  Adequate  family  housing  for  eligible  personnel. 

Current  Situation;  A  current  deficit  of  3,538  adequate  housing  units 


PREVIOUS  EDITIONS  MAY  BE  USED  INTERNALLY 
UNTIL  EXHAUSTED 
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FV  C0N8T1IUCTI0N  PROJECT  DATA 


HAIIIIB  C0EP8  lASB  CAMP  PEHDLBTOH,  CA 


FAMILY  BOirSIMC 


H-291 


Currant  Situation  contlnu«di  azltti  for  anllttad  paraonnal.  Thera  is  an 
axtrame  ahortaga  of  affordable,  aultabla  housing  In  the  coonunlty.  Plans 
for  a  new  college  campus  In  the  market  area  will  further  reduce  the  number 
of  homes  available  to  the  Marine  family. 

Impact  If  not  Provided t  Failure  to  authorise  this  project  will  result  in 
additional  hardships  and  low  quality  of  life  for  smny  of  our  Marines  and 
their  families.  They  will  continue  to  live  In  Inadequate  quarters  or  be 
Involuntarily  separated.  This  will  lead  to  decreased  morale  and  have  an 
adverse  laqmct  on  readiness  and  stiasion  accosqtllsbsient. 

Project  design  confonas  to  Part  II  of  Military  Handbook  1190,  'Facilities 
Planning  and  Design  Guide*. 


PREVK3US  EOmONS  MAY  BE  USED  INTERNAUV 
UNTIL  EXHAUSTED 
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mUTARY  FAMILY  HOUSING  JUSTIFICATION  komoFicRMr 


4.  nponriMQ  mstauation 


•.NAME 


aO-AAI.(AIE17l« 


b.  LOCATION 


A  DATA  AS  OF 
aOJUN93 


ANALYSIS 

OF 


C.  TOTAL  FENSONNEL  STNENOTH 


7.  FERMAfffiNT  PARTY  FERSONNe. 


A.  OROSS  FAMILY  HOUSmO  REOMReylENTS 


t.  TOTAL  UNACCEPTABLY  MOUSED 


a.  INVOLUNTARILY  SEPARATED 


b.  M  MILITARY  HOUSmO  TO  BE 


MCSCiinpPmdlMon 


CURRENT 


OFFICBt 

ea-E4 

ES-E1 

M 

M 

N) 

OFFICER 

6a-E4 

n 

2670 

18946 

1^ 

TOTAL 

(h) 

1  16569 

40185 

aotl  116464  116135  I  36680 


2233  111544  |  55M  |  18375  |  1844  |  11414  I  3225  I  16583 


e.  UNACCEPTABLY  NOU8ED- 
m  COMMUNITY 


10.  VOLUNTARY  SEPARATIONS 


11. 0F6CTIVE  HOUSH4Q  RBQUmBIENTS 


It.  HOUSMG  ASSETS  (Mb) 


«.  UNDER  MIUTARY  CONTROL 


(1)  Houm4  In  ExMino  000 
OwnadlConiralM 


(2)  UndM  CoMrael/AppraMd 


(3)  Vaeanl 


(4)ln«etMi 


b.  PRIVATE  HOUSING 


(1)  AceapUMy  HouMd 


(2)  Vauftt  RwiUl  Hauting 


12.  EFFECTIVE  HOUSING  OEPKIT  (11-12) 


14.  PROPOSED  PROJECT 


1S.RBAARKS 


81 


2152  10387 


1752  8523 


6^  3836 


597  3601 


506 


5082  17641 


3428  13703 


5171 


4847 


67 


1877  I  10324 


1774  5788 


785  4383 


665  3836 


979  1405  570  2954 


476 

1633 

2749 

14960 

1424 

8966 

654 

6032 

670 

S171 

i 

184 

86i1 

103  I  4536  I  1325  I  5964 


196  0  196 


Uns  4:  MC8  Camp  Psndlston  is  locatsd  approximatsl)r  35  milss  north  of  San  Diago,  about  100  miles  south  of  Los  Angoies  and 
is  adjacent  to  the  Pacific  Ocean.  The  Camp  Pendleton  boundaries  about  the  City  of  San  Clemente  on  the  north,  Oceanside 
and  Carlsbad  on  the  south  and  Vista  and  Fallbrook  on  the  east.  MCB  Camp  Pendelton’s  mission  Is  to  provide  training 
facilities,  logistical  support,  and  certain  administrative  support  tor  Fleet  Marine  Force  units  and  other  units  assigned:  to 
conduct  specialized  schools  and  other  training  as  directsd. 

Lines  6  6  7:  These  projections  include  the  impact  of  force  reductions  and  restucturing. 

Line  1 2a(2):  The  861  units  include  the  295  units  approved  in  FY90, 116  units  approved  in  FY91 , 1 50  units  approved  in  FY92, 
and  the  300  units  requested  in  the  FY93  President’s  Budget. 

Line  14:  The  196  unit  project  satisfies  3.3%  of  the  deficit  and  is  well  within  the  programming  limit  established  by  OSO  guidance 
of  17  August  1990  (90%  of  effective  housing  deficit). 


Project  Composition 

196  Enlisted  Unit  124  3-bedroom  JEM 
52  4-bedroom  SEM 
20  5-bedroom  SEM 
196  Total  Units 
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1.  COM^ONINT 


FY  19. 


.MILITARY  CONSTRUCTION  PROGRAM 


3  INSTALLATION  AND  LOCATION 

PUBLIC  WORKS  CENTER 
SAN  DIEGO,  CALIFORNIA 


4.  COMMAND 


S.  ANEACONSTR 
COST INOSX 


MASONNEL 

STRiNOTH: 


SURRORTtO 


a.  ASOF 


31  JAN  93 


•Marta  I  I  #»■«• 


b.  END  FY  19 


66213  21642 


7.  INVf 


TAMOOl 


a.  TOTAL  ACREAGE . 3q.  -tSSTS . 

b.  INVENTORY  TOTAL  AS  OF 

e.  authorization  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM - 

a.  AUTHORIZATION  INCLUDED  IN  FOLLOWflNG  PROGRAM 

f.  planned  IN  NEXT  THREE  PROGRAM  YEARS . 

a.  REMAINING  DEFICIENCY . 

h.  ORAM)  TOTAL . . 


8.  RROJtCTS  REQUISTIO  IN  THIS  RROORAM; 


caraaoav 

COM 


421,900 
113,899 
18,262 
36  371 
128,059 
553,020 
1,271,511 


max  trarua 


aaoMCr  rirti 


Family  Housing 


18,262  Turnkey 


Future  Projects: 


Included  in  following  program  (FY96) 
Major  planned  next  three  years  (FY97) 
Major  planned  next  three  years  (FY98) 
Major  planned  next  three  years  (FY99) 


256  Homes 
466  Homes 
100  Homes 
356  Homes 


10.  Mission  or  Major  Functions:  San  Diego  provides  support  for  major  fleet, 
fleet  air,  research  and  development  and  parallel  support  operations  to  a 
significant  percentage  of  Navy  and  Marine  Corps  forces  on  the  West  Coast. 


DDioEe';«1390 


RREVIOUS  EDITIONS  MAT  SE  USED  INTERNALLY 
UNTIL  EXHAUSTED 


RAOENJ.g7 


1 . Component  2 . Date 

NAVY  FY1995  MILITARY  CONSTRUCTION  PROJECT  DATA  /  / 


3 . Installation  and  Location 
PUBLIC  WORKS  CENTER 
SAN  DIEGO,  CA 


4. Project  Title 


FAMILY  HOUSING 


5. Prog  Element  6. Cat  Code 

711 


7. Project  Num  B.Proj  Cost ($000) 
H-313  18262 


9.  COST  ESTIMATE 


Family  Housing: 

Buildings 
Supporting  Costs: 

Paving  &  Site  Improvements 

Utilities 

Landscaping 

Recreation 

Spec  Construction  Features 
Housing  Community  Center 
Subtotal 
Contingency  (5%) 

Total  Contract  Cost 
SIOH  (6.0%) 


QUANTITY 


136 

152800 


UNIT 

COST 


4000 


COST 

($000) 


77412  10528 

68.90  (  10528) 

5880 
(  2475) 

(  2080) 
(  538) 

(  190) 

(  107) 

122.50  (  490) 

16408 
820 

17228 

1034 


Total 

Total  (Roxinded) 


18262 

18262 


10. Description  of  proposed  construction 

Multi- family  housing  units;  wood  frame  or  masonry  with  stucco 
or  vinyl  siding,  covered  parking,  covered  patios,  privacy 
fencing,  exterior  storage  and  recreational  facilities.  Fire 
sprinkler  system  included  in  unit  price. 

Net  Project  Unit  No.  ($000) 

Grade  Bedroom  Area  Factor  Cost  Units  Total 

JEM  2  950  1.1484  60.00  62  4058 

JEM  3  1200  1.1434  60.00  40  3307 

JEM  4  1350  1.1484  60.00  34  3163 


10528 
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1 .  Cooqponent  2 .  Date 

NAVY  Fyi995  MILITARY  CONSTRUCTION  PROJECT  DATA  /  / 


3 . Installation  and  Location 
PUBLIC  WORKS  CENTER 
SAN  DIEGO,  CA 


11 .  Requirement : 

PROJECT:  This  project  constructs  136  homes  for  junior 
enlisted  families  attached  to  the  Naval  Complex  San  Diego.  A 
community  center  is  included  as  part  of  the  project. 

REQUIREMENT:  Adequate  family  housing  is  needed  for  married 
personnel  and  their  families.  This  project  includes  community 
recreational  facilities,  and  expanded  common  open  spaces 
reflecting  the  Navy's  Neighborhoods  of  Excellence  concepts. 
Recreational  facilities  include  tot  lots,  jogging  paths,  and 
playing  courts/fields  in  accordance  with  MIL-HDBK-1035. 

CURRENT  SITUATION:  The  projected  family  housing  deficit  in 
San  Diego  is  the  largest  in  the  Navy.  The  current  inventory 
of  7,241  units  satisfies  only  18  percent  of  the  family  housing 
requirement.  Despite  aggressive  housing  referral  service 
efforts  to  maximize  the  Navy's  share  of  available  adequate 
community  housing,  over  7,800  families  are  on  the  waiting  list 
for  family  housing.  Junior  enlisted  families  comprise  the 
most  critical  need.  The  waiting  time  for  junior  enlisted 
homes  ranges  from  17  to  24  months.  The  local  community's 
inability  to  provide  sufficient  adequate  and  affordable 
housing  for  Navy  families  continues  to  be  a  major  concern. 
Vacancy  rates  are  low  and  a  substantial  number  of  rental 
assets  are  seasonal  and  high  cost,  and  out  of  the  reach  of 
most  of  our  junior  enlisted  personnel.  The  average  sale  price 
of  $214,000  is  beyond  the  reach  of  most  enlisted  and  junior 
officer  families.  Cost  continues  to  undermine  the  local 
community's  ability  to  supply  affordcUsle  housing  to  more  Navy 
families. 

IMPACT  IF  NOT  PROVIDED:  Military  members  will  be  forced  to 
choose  between  involuntary  separations  from  their  families,  or 
accepting  housing  that  is  unsuitable.  Either  choice  will 
likely  lead  to  poor  morale  and  dissatisfaction  with  the  Navy. 
Retention  of  quality  personnel  will  be  adversely  impacted. 

Project  design  conforms  to  Part  II  of  Military  Handbook  1190, 
"Facilities  Planning  and  Design  Guide”. 

Necessary  coordination  with  the  school  district  is  in 
progress . 


5. Project  Number 
H-313 


4. Project  title 

FAMILY  HOUSING 


DD-1391C 
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MILITARY  FAMILY  HOUSING  JUSTIFICATION  i.  oate^f  report 

(YVMMOO)  930730 


.  REPORTMO  M8TAUATI0N 


•.HAME 


S.  DATA  AS  OP 
MARCH  1803 


iPUBUC  WORKS  CENTER. 
SAN  DIEGO 


lb.  UXUTKM 


CAUFORNiA 


REQUMEMENT8  ANO  ASSETS 


0.  TOTAL  PERSONNEL  STRENOTH 


7.  PERMANENT  PARTY  PERSONNEL 


■.  MVOLUNTARLY  SEPARATED 


b.  IN  MLITARY  HOUSING  TO  BE 
OISPOSEOA^EPIACEO 


C.  UNACCEPTABLY  HOUSEO- 
MCOMMUNnY 


10.  VOLUNTARY  SEPARATIONS 


11.  EFFECTIVE  HOUSS40  REOUS1EMENTS 


12.H0USS<0  ASSETS  (•♦b)  _ 


a.  UNDER  MILITARY  CONTROL 


(1)  HouMd  bi  ExMng  DOD 
OwnaiVCoiilreltd 


(2)  Undar  CantracVAppivMd  _ 


(3)Vacanl 


(4)lnaelNa 


b.  PRIVATE  HOUSMG 


Houaad 


(2)  Vacant  Ranlal 


13.  EFFECTIVE  HOUSINO  DEFICrT  (11-12) 


14.  PROPOSED  PROJECT 


IS.  REMARKS 


Lines  6  &  7.  The  proiectad  pereonnol  strengths  do  not  include  antictptsd  migretions  into  the  San  Diego  complex  as  a  result  of  actions 
proposed  under  Base  Realignment  and  Closure  1993. 

Une9b.  This  is  the  first  of  several  phases  to  replace  the  Bayview  housing  area  which  is  beyond  ecorxxnic  repair.  100  units  are  scheduled  for 
replacement  in  FY  1994. 

Une12b.  Prelections  are  taken  from  line  16  of  the  00  Form  1378.  We  are  updating  the  Family  Housing  Market  Analysis  The  most  recent 
analysis  projects  that  the  Navy's  share  of  suitable  community  assets  win  decline.  Housing  alowances  win  not  likely  keep  pace  with  the  5%  annual 
increase  in  housing  costs  projected  through  1997. 

Line  14.  The  136  unit  project  satisfies  2.3%  of  the  deficit  and  is  wel  within  3ie  programming  limit  established  by  OSD  guidance  of 
17  August  90  (build  up  to  90%  of  effective  housing  deflcit). 


136  Enksted  Units 


62  2-bedroom  JEM 
40  3-bedroom  JEM 
34  4-badroom  JEM 


136  Total  Units 


CURRENT  DATA  =  FY93.  PROJECTED  DATA  =  FY98.  PROJECTIONS  REFLECT  PERSONNEL  REDUCTIONS  OVER  FYDP 


DO  Fonn  1523.  NOV  90 


1.  COM^ONCNT 


FY  19. 


.MILITARY  CONSTRUCTION  PROGRAM 


3  INSTAtLAT«ON  ANO  LOCATION 


PATUXENT  RIVER, 


MMSONNfL 
STRCNCTH: 

31  JAN  93 

•.  AS  OF  I 

ENOFY19  2268 


1.  INVS 


•.  TOTAL  ACREAGE . 30  -5^'  1993 . 

b.  INVENTORY  total  AS  OF 

e.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  authorization  REQUCSTEO  IN  THIS  PROGRAM - 

•.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  planned  IN  NEXT  THREE  PROGRAM  YEARS . 

■.  REMAINING  DEFICIENCY . . . 

b.  GRAND  TOTAL . . 


a.  PROJtCTS  AEOUtSTIO  IN  THIS  PAOORAM: 


4.  COMMANC 


S.  AHEA  CONSTH 
COST  INDEX 


TAMOOI 


63,200 

0 

863 

0 

1,570 

0 

65, 610 


•T«aT  eoM»i.|ti 


Future  Projects: 


a.  Included  in  following  program  (FY96) 

b.  Major  planned  next  three  years  (FY97-99) 


Community  Center/ 
Self  Help  Center 


10.  Mission  or  Major  Functions:  The  Naval  Air  Station  maintains  and  operates 
facilities  and  provides  services  and  materials  to  support  operation  of  the  Naval 
Air  Warfare  Center  Aircraft  Division. 


DD  '  DCC  74  1330 


rnsvious  editions  may  be  used  intbanallv 
UNTIL  EXHAUSTED 


1 . Component  2 . Date 

NAVY  FY1995  MILITARY  CONSTRUCTION  PROJECT  DATA  /  / 


3 . Installation  and  Location 
NAVAL  AIR  STATION 
PATUXENT  RIVER,  MD 


5 . Prog  Element  6 . Cat  Code 

714-30 


4. Project  Title 


HOUSING  OFFICE 


7. Project  Num  B.Proj  Cost ($000) 
H-224  863 


9.  COST  ESTIMATE 


UNIT  COST 
U/M  QUANTITY  COST  ($000) 


Housing  Office 
Supporting  Costs 

Subtotal 

Con t ingency  ( 5 % ) 

Total  Contract  Cost 
SIOH  (6.0%) 

Total 

Total  (Rounded) 


10 .Description  of  proposed  construction 

Detached  wood  frame  or  masonry  structure  with  visitor/staff 
parlcing  and  landscaping.  Functions  include  reception/waiting 
area,  children's  play  area,  counseling  rooms, 
conference/training  room,  staff  office (s)  and  lounge,  public 
and  staff  rest  rooms,  file  and  storage  area,  and  mechanical 
and  janitorial  space. 

11 .  Requirement : 

PROJECT:  This  project  will  construct  a  Family  Housing  Office 
at  Naval  Air  Station  Patuxent  River.  The  project  includes 
adequate  utilities,  site  improvements,  and  par)cing. 


DD-1391 
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1 .  Con^nent 
NAVY 

FY1995  MILITARY  CONSTRUCTION  PROJECT  DATA 

2 . Date 
/  / 

3 . Installation  and  Location 

NAVAL  AIR  STATION 

PATUXENT  RIVER,  MD 

4. Project  title 

5. Project  Number 

HOUSING 

OFFICE 

H-224 

REQUIREMENT:  A  facility  is  required  to  provide  support  and 
services  to  military  families  attached  to  NAS  Patxixent  River. 
This  project  will  provide  a  centrally  located  facility  to 
serve  this  function. 

CURRENT  SITUATION:  The  current  Housing  Office  is  located  in 
Building  423.  The  facility  is  inadequate  to  serve  the  needs 
of  families  attached  to  NAS  Patuxent  River.  There  is 
insufficient  space  to  accommodate  both  customers  and  staff. 

The  waiting  area  for  customers  is  cramped  and  does  not  project 
a  professional  appearance.  The  space  for  housing  employees  is 
exceptionally  small  and  inhibits  staff  efficency  and 
professionalism . 

IMPACT  IF  NOT  PROVIDED:  Inadequate  administrative  space  will 
result  in  military  families  being  served  in  an  unprofessional 
atmosphere.  The  housing  staff  will  struggle  to  perform  their 
jobs  effectively  and  efficiently  under  cramped  working 
conditions. 


Project  design  conforms  to  Part  II  of  Military  Handbook  1190, 
"Facilities  Planning  and  Design  Guide". 
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FY  19. 


ATtON  AND  LOCATION 


.MILITARY  CONSTRUCTION  PROGRAM 


4.  eOMMANO 


8.  AREA  CONSTM 
COST  INDEX 


ORFOLK,  VA 


4  FEHSONNEL 
STRENGTH: 

31  JAN  93 

4.  AS  OF  I  I 

b.  ENOFY^%  b5526 


7.  INVt 


a.  total  ACREAGE . 3^.  SEF-1992‘ . 

b.  INVENTORY  TOTAL  AS  OF 

e.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATIONREOUESTEOINTHISFROaRAM  .  .  .  . 
a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  FROQRAM 

f.  FLANNEO  IN  NEXT  THREE  FROGRAM  YEARS . 

a.  REMAINING  DEFICIENCY . . . 


TAWNIOI 


5,757 

0 

555 

0 

0 

0 

6,312 


h.  GRAND  TOTAL . 


S.  PROJECTS  REOUESTtO  IN  THIS  PROGRAM: 


CATtaoav 

COM 


»OOJ«CT  TITH 


Housing  Warehouse 
Self  Help  Center 


6,000  SF 


Future  Projects; 

a.  Included  in  following  program  (FY96) 

b.  Major  planned  next  three  years  (Fy97-99) 


.0.  Mission  or  Major  Functions:  To  provide  public  works,  public  utilities, 
>ublic  housing,  transportation  support,  engineering  services,  shore  facilities 
>lanning  support,  and  all  logistic  support  of  a  public  works  nature  incident 
:hereto,  required  by  the  operating  forces,  independent  activities  and  other 
:oinmands  served  by  the  public  works  center.  Serves  the  Naval  Station,  Naval 
lupply  Center,  Naval  Air  Station,  family  housing.  Commander  in  Chief,  Atlantic 
^leet  Headquarters,  and  about  100  minor  activities  and  commands. 
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PREVIOUS  EDITIONS  MAT  SE  USED  INTERNALLY 
UNTIL  exhausted 
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1 . Component  2 . Date 

NAVY  FY1995  MILITARY  CONSTRUCTION  PROJECT  DATA  /  / 


3 . Installation  and  Location 
PUBLIC  WORKS  CENTER 
NORFOLK,  VA 


5 . Prog  Element  6 . Cat  Code 

711 


4. Project  Title 

HOUSING  WAREHOUSE/ 

SELF  HELP  CENTER 


7. Project  Num 
H-218 


S.Proj  Cost ($000) 
555 


9.  COST  ESTIMATE 


UNIT 

COST 


COST 

($000) 


Housing  Warehouse 
Self  Help  Center 
Supporting  Costs 

Subtotal 
Contingency  (5%) 

Total  Contract  Cost 
SIOH  (6.0%) 

Total 

Total  (Rounded) 


10 .Description  of  proposed  construction 

Detached  metal,  wood  frame  or  masonry  structure  on  concrete 
slab  for  storage  of  self  help  materials  required  for  family 
housing  units  and  grounds.  Includes  static  displays  and 
training  areas  for  occupant  classes  on  use  of  self  help 
materials.  Space  is  included  for  storage  of  appliances  and 
furnishings  for  family  housing  units.  Includes  HVAC 
equipment,  lighting,  fire  protection  and  security  systems  as 
required  by  local  practice.  Supporting  costs  include 
demolition  and  removal  of  asbestos  materials. 

11 .  Requirement 

PROJECT:  This  project  will  construct  a  Self  Help  Center  at 
Naval  Shipyard  Portsmouth,  Virginia  for  storage  and  issue  of 
self  help  items,  with  an  area  for  training  housing  residents 
on  self  help  issues.  The  facility  will  also  include  a 
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1 . Component  2 . Date 

NAVY  FY1995  MILITARY  CONSTRUCTION  PROJECT  DATA  /  / 


3 . Installation  and  Location 
PUBLIC  WORKS  CENTER 
NORFOLK,  VA 


4. Project  title 

HOUSING  WAREHOUSE/SELF  HELP  CENTER 


5. Project  Number 
H-218 


warehouse  area  for  storage  of  family  housing  appliances  and 
furnishings.  The  project  includes  adequate  utilities,  site 
improvements  and  parking.  Demolition  and  removal  of  asbestos 
materials  is  included  as  part  of  the  supporting  costs. 

REQUIREMENT:  This  facility  will  provide  a  large  building  for 
storing  and  issuing  self  help  items  to  more  than  400  families 
living  at  Naval  Shipyard  Portsmouth.  It  will  lead  to 
implementation  of  a  full  service  Self  Help  Center.  Adequate 
space  will  allow  for  static  displays  and  training  areas  for 
occupant  classes  on  use  of  self  help  materials.  The  building 
will  be  conveniently  located  for  residents  of  the  housing 
area.  A  section  of  the  warehouse  will  be  dedicated  to  storage 
of  appliances  and  furnishings.  The  building  will  be 
conveniently  located  for  deliveries.  Inventory  control  will 
be  facilitated  once  appliances  and  furnishings  are  centrally 
located. 

CURRENT  SITUATION:  Four  deteriorated  buildings  currently 
serve  as  storage  facilities  for  family  housing.  The  existing 
buildings  are  nearing  stmctural  failure,  are  unsightly  and 
costly  to  maintain.  The  severly  limited  storage  capacity 
impedes  implementation  of  a  full  service  Self  Help  Center. 
Approval  of  this  project  will  greatly  enhance  quality  of  life, 
promote  a  prudent  homeowner  attitude,  and  increase  the  morale 
of  the  residents. 

IMPACT  IF  NOT  PROVIDED:  Family  housing  residents  will 
continue  to  receive  minimum  assistance  and  self  help  items  due 
to  inadequate  warehouse  space.  Failure  to  provide  adequate 
facilities  will  adversely  affect  quality  of  life,  and  will  be 
detrimental  to  instilling  pride-of -ownership  attitudes  among 
the  residents.  Additionally,  failure  to  provide  a  full 
service  Self  Help  Center  will  result  in  increased  budget 
requirements  for  maintenance  which  could  otherwise  be 
accomplished  by  residents  on  a  self  help  basis.  Limited 
availability  of  storage  space  for  appliances  and  furnishings 
will  continue  to  result  in  an  inadequate  on-hand  supply,  and 
will  cause  further  delays  in  acquiring  replacement  appliances 
for  families  living  in  government  housing. 

Project  conforms  to  Part  II  of  Military  Handbook  1190, 
"Facility  Planning  and  Design  Guide". 
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1.  COM^ONtNT 


FY  19. 


.MILITARY  CONSTRUCTION  PROGRAM 


3  installation  and  location 
NXV^  STATION 

PUGET  SOUND  (EVERETT) ,  WA 


4.  COMMAND 


8.  AHEA  CONSTR. 
COST  INDEX 


6  PERSONNEL 
STRENGTH: 


I  •■itTie  I  cwkuoi  I  OMAia  itOkAtta  I  OVI41M I  •••«•■ 


a.  AS  OF 

b.  ENOFY19 


31  JAN  93 


7.  IMVi 


TAMM) 


0.  TOTAC  ACREAGE*  cvd  •*•••••• 

b.  INVENTORY  TOTAL  AS  OF 

c.  AUTHORIZATION  NOT  YET  IN  INVENTORY . 

d.  AUTHORIZATION  REQUESTED  IN  THIS  PROGRAM - 

a.  AUTHORIZATION  INCLUDED  IN  FOLLOWING  PROGRAM 

f.  PLANNED  IN  NEXT  THREE  PROGRAM  YEARS . 

9.  REMAINING  DEFICIENCY . 

h.  GRAND  TOTAL . 


S.  PROJECTS  REQUESTED  IN  THIS  PROGRAM: 


18, 100 
0 

780 

0 

0 

19,900 

38,780 


CATiaoav 

COM 


aaoMCT  TiTki 


Future  Projects; 

a.  Included  in  following  program  (FY96) 

b.  Major  planned  next  three  years  (FT97-99) 


10.  Mission  or  Major  Functions;  Provide  homeport  facilities  and  logistic 
support  for  an  Aircraft  Carrier  Battle  Group  to  be  assigned  to  this  new  homeport. 
Provide  harbor  and  waterfront  facilities,  exchange,  personnel  support,  athletic 
and  recreational,  berthing,  and  messing  services.  One  CVN  and  six  surface 
combatants . 
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1 . Component  2 . Date 

NAVY  FY1995  MILITARY  CONSTRUCTION  PROJECT  DATA  /  / 


3 . Installation  and  Location 
NAVAL  STATION  PUGET  SOUND 
EVERETT,  WA 


5 . Prog  Element  6 . Cat  Code 

714-30 


4. Project  Title 


HOUSING  OFFICE 


7. Project  Num  S.Proj  Cost ($000) 
H-261  780 


9.  COST  ESTIMATE 


UNIT  COST 
U/M  QUANTITY  COST  ($000) 


Housing  Office 
Supporting  Costs 

Subtotal 
Contingency  (5%) 

Total  Contract  Cost 
SIOH  (6.0%) 

Total 

Total  (Rounded) 


10 .Description  of  proposed  construction 

Detached  wood  frame  or  masonry  structure  with  visitor/staff 
parlcing  and  landscaping.  Functions  include  reception/waiting 
area,  children's  play  area,  counseling  rooms, 
conference/training  room,  staff  office (s)  and  lounge,  public 
and  staff  rest  rooms,  file  and  storage  area,  and  mechanical 
and  janitorial  space.  Space  is  included  for  storage  and  issue 
of  self  help  items. 

11 .  Requirement : 

PROJECT:  This  project  will  construct  a  Family  Housing  Office 

at  Naval  Station  Puget  Sound  (Everett) .  The  project  includes 
adequate  utilities,  site  improvements,  and  par)cing. 


DD-1391 


Page : 


IS3 


1 .  Coii^)onent  2 .  Date 

NAVY  FY1995  MILITARY  CXJNSTRUCTION  PROJECT  DATA  /  / 


3. Installation  amd  Location 

NAVAL  STATION  PUGET  SOUND 

EVERETT,  WA 

4. Project  title 

5. Project  Number 

HOUSING  OFFICE 

H-261 

REQUIREMENT:  A  Housing  Office  is  required  to  provide  support 
and  services  to  military  families  attached  to  Naval  Station 
Puget  Sound  (Everett) . 

CURRENT  SITUATION:  A  Housing  Office  is  required  to  ensure 
families  arriving  at  this  new  homeport  have  access  to 
personnel  who  can  assist  in  finding  suitable  housing. 
Utilization  of  the  Naval  Station  Puget  Sound  (Sand  Point) 
Housing  Office  is  not  an  option.  This  facility  is  located  in 
the  middle  of  of  the  Sand  Point  property  which  is  being 
excessed  under  base  realignment  and  closure  actions. 

IMPACT  IF  NOT  PROVIDED:  If  the  Housing  Office  is  not 
provided,  either  the  housing  staff  will  have  to  lease  a 
facility  in  order  to  provide  service  to  families  arriving  at 
Naval  Station  Puget  Sound  (Everett) ,  or  no  facility  will  be 
available  to  support  incoming  families.  Without  assistance 
from  housing  professionals,  families  arriving  at  the  new 
homeport  will  have  severe  difficulties  finding  adequate, 
affordable  rental  housing. 

Project  design  conforms  to  Part  II  of  Military  Handboolc  1190, 
"Facilities  Planning  and  Design  Guide". 
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DEPARTMENT  OF  THE  NAVY 
FAMILY  HOUSING  -  FY  1995  BUDGET  ESTIMATE 
CONSTRUCTION  IMPROVEMENTS 


(In  Thousands) 

FY  1995  Program  $155,602 
FY  1994  Program  $183,135 


Purpose  and  Scope 

This  program  provides  for  alterations,  additions,  expansions,  and/or 
extensions  to  existing  public  quarters,  other  real  property,  and 
supporting  facilities.  As  such,  it  has  a  major  iBqp>act  on  the  quality  of 
life  for  military  families.  This  program  will  increase  the  useful  life 
and  livability  of  the  homes,  bring  them  up  to  conteiiq;>orary  standards, 
and  make  them  more  energy  efficient. 


Program  Summary 

Authorization  is  requested  for: 

(1)  Various  i]ig>rovements  and/or  major  repairs  to  existing  family 
housing;  and 

(2)  ^propriation  of  $155,602,000  to  fund  these  improvements. 

(3)  He  are  continuing  our  esphasis  on  revitalization  through  whole 
neighborhood  projects,  which  will  acconplish  all  required  inprovements 
and  repairs  at  one  time.  He  have  also  included  repair  projects 
considered  to  be  a  major  investment. 

(4)  A  separate  DD  1391  is  attached  for  all  projects  exceeding 
$50,000  per  unit  as  adjusted  by  the  area  cost  factor. 
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1  COM^ONiNT 

HAVY 


FY  19 _ MILITARY  CONSTRUCTION  PROJECT  DATA 


3.  INSTAkkATION  AMO  kOCATIOM 

HAVAL  AND  MARINE  CORPS  INSTALLATIONS, 


IMPROVEMENTS 


4.  rnojiCT  title 


S.  CATEDONV  CODE 

7.  anOJECT  MUMSEN 

711 

VARIES 

•.  COST  UTIMATtS 


$155,602 


U/M  OUANTITV 


FAMILY  HOUSING  -  ALTERATIONS,  ADDITIONS 
AND  REHABILITATIONS 


TOTAL  REQUEST 


155,602 


155,602 


10.  OESCNirTION  OF  FHOpOSEO 


Provides  for  revitalization  of  family  housing  units,  support  facilities 
and  infrastructure.  Revitalization  consists  of  alterations,  additions, 
expansions,  modernization,  and  major  repairs.  Typical  work  includes 
kitchen  and  bath  renovations /modernization;  upgrades  and  repairs  to 
structural,  electrical,  and  mechanical  systems;  and  repairs/replacements 
involving  utility  systems  and  other  infrastructure. 

11.  REQUIREMENT;  Major  investments  to  the  Navy's  family  housing 
inventory  are  needed  to  arrest  and  correct  deterioration,  address 
obsolescence  of  our  homes  (whose  average  age  is  thirty- four  years)  and 
their  con^onents,  and  make  the  units  more  functional  and  energy 
efficient.  Revitalization  will  extend  the  useful  life  of  these  units. 

IMPACT  IF  NOT  PROVIDED;  The  Navy  will  not  achieve  the  objectives  under 
the  "Neighborhoods  of  Excellence"  initiative  to  con^letely  revitalize 
the  inventory.  As  a  result,  quality  of  life  for  Navy  families  will  be 
further  eroded;  the  units  will  increasingly  deteriorate  and  thus  become 
obsolete;  maintenance  costs  will  grow  disproportionately,  as  incremental 
fixes  are  applied  to  maintain  the  units  available  for  occupancy;  and  the 
cost  of  revitalization  will  increase  over  time  as  necessary  work  is 
deferred. 
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!*’ INSTALLATICWS, 
j  VARLOCS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 


|4.  Pnojf  CT  TiTUf 

FAMILY  HOUSING  IMPROVEMENTS 


PROJICT  NUMBf  R 


($000) 

INSTALLATION/LOCATION/PROJECT  DESCRIPTION  CURRENT  WORKING  ESTIMATE 

INSIDE  THE  UNITED  STATES 


CALIFORNIA 

NANS  Point  Mugu  7,874.9 

(HC/R-3-92) 

In^rovements  and  concurrent  repairs  to  100  enlisted 
units.  Nork  includes  renovation/  modernization  of 
kitchens  and  baths;  provision  of  Interior  storage 
areas;  relocation  of  furnaces;  replacement  of  walls 
and  ceilings;  replacement  and  upgrading  of  electrical 
wiring  and  outlets;  replacement  of  floors,  windows, 
lighting,  and  Interior  water  and  gas  piping; 
installation  of  attic  insulation;  and  replacement  of 
garage  doors.  (See  separate  DD  Form  1391) 

NCBC  Port  Hueneme  7,000.0 

(HC-1-86) 

Iiq>rovements  and  concurrent  repairs  to  100 
enlisted  and  officer  units.  Nork  includes 
renovation/  modernization  of  kitchen  and  baths; 
installation  of  utility  meters; 

repairs/ replacement  of  floor  coverings,  gas  lines, 
furnaces,  water  heaters,  windows,  doors,  gutters 
and  downspouts;  and  alteration  of  interior  floor 
plans  and  front  entrances.  (See  separate  DD  Form 
1391) 

PNC  San  D^ogo  9,510.2 

(HC/R-1-90  Phase  III) 

In^rovements  and  concurrent  repairs  to  136  enlisted 
units.  Nork  includes  renovation  modernization  of 
kitchen  and  baths;  replacement  of  electrical  wiring, 
plumbing  con^onents,  and  windows;  removal  of  asbestos 
in  flooring  and  attic  areas;  and  removal  of  lead- 
based  paint.  (See  separate  DD  Form  1391) 
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SAGS  NO.  1  J 


1.  COMPONSNT 


2.  OATI 


liTT 


mm  ^  '<* _ MILITARY  CONSTRUCTION 

INSTALLATIONS, 

VARLOCS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 


4.  mOJKCT  TITLE 

FAMILY  HOUSING  IMPROVEMENTS 


PROJECT  DATA 


i.  ^nOJECT  NUMEEN 


($000) 

INSTALLATION/LOCATION/PROJECT  DESCRIPTION  CURRENT  WORKING  ESTIMATE 

INSIDE  THE  UNITED  STATES 


PNC  San  Diego  7,104.4 

(HC/R-36-92) 

In^rovements  and  concurrent  repairs  to  100  enlisted 
units.  Worlc  includes  renovation/  modernization  of 
kitchens  and  baths;  replacement  of  electrical  wiring,, 
plumbing  components,  and  windows;  removal  of  asbestos 
in  flooring  and  attic  areas;  and  removal  of  lead- 
based  paint.  (See  separate  DD  Form  1391) 

FLORIDA 

NCSC  Panama  City  791.8 

(HC-1-90) 

Improvements  to  65  enlisted  and  officer  units.  Work 
includes  application  of  synthetic  stucco  over  existing 
concrete  block;  and  installation  of  patios,  patio 
gates,  and  landscaping. 

PWC  Pensacola  16,279.0 

(HC/R-4-92) 

Improvements  and  concurrent  repairs  to  250  enlisted 
units.  Work  includes  renovation  of  kitchens  and 
baths;  installation  of  insulated  doors  and  windows, 

GFI  receptacles,  fire  sprinkler  system,  and  light 
fixtures;  replacement  of  electrical  panels,  carpeting, 
vinyl  flooring,  vinyl  siding,  and  gas  distribution 
systems;  and  construction  of  entrance  walkways,  and 
porches  over  entrance  doors.  (See  separate  DD  Form 
1391) 
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FY  19iLJMILITARY  CONSTRUCTION  PROJECT  DATA 


3.  installation  ano  location 

HAVAL  AND  MARINE  CORPS  INSTALLATIONS, 

VARLOCS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 


4.  AAOJSCT  TITLE 

S.  rHOJiCT  NUMMA 

FAMILY  HOUSING  IMPROVEMENTS 

($000) 

INSTALLATION/LOCATION/PROJECT  DESCRIPTION  CURRENT  WORKING  ESTIMATE 

INSIDE  THE  UNITED  STATES 

GEORGIA 

MCLB  Albany 
(AL-H-204/2-M2) 

Provides  whole  house  revitalization  to  eight 
officer  and  104  enlisted  Capehart  housing  units. 

The  work  includes  upgrading  fixtures  and 
electrical,  plunbing,  and  mechanical  systems; 
structural  and  architectural  inqprovements, 
interior  and  exterior  repairs,  and  installing  fire 
suppression  systems.  (See  separate  DO  Form  1391) 

6,504.6 

MCLB  Albany 
(AL-H-401-M2) 

Install  in  two  field  grade  officer  units  a  new 
truss  type  roof  structure  with  asphalt  shingles  to 
cover  existing  roof  of  housing  duplex  in  Hill 

Village,  to  eliminate  roof  leaks  and  prevent 
recurring  maintenance  problems  caused  by 
inadequate  roof  pitch. 

36.6 

NAS  Atlanta 
(HC/R'1-91) 

Inprovements  and  concurrent  repairs  to  10  enlisted 
and  officer  units.  Work  includes  provision  of 
range  hoods,  bathroom  exhaust  fans,  ground  fault 
interrupter  outlets;  Installation  of  underground 
telephone  and  TV  cabling;  replacement  of  water 
heaters,  electrical  service  laterals,  and  medicine 
cabinets;  relocation  of  the  carport  in  one  unit; 
provision  of  additional  landscaping  and  light 
fixtures;  repairs  to  screen  porches  and  driveways; 
and  replacement  of  windows. 

366.7 

NSB  Kings  Bay 
(HC-1-91) 

Improvements  to  325  enlisted  units.  Work  involves 
installation  of  vinyl  siding. 

1,667.3 
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INSTALLATIONS, 

VARLOCS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 


2.  OATf 


*.  PROJICT  TITLf 

FAMILY  HOUSING  IMPROVEMENTS 


I S.  PHOJKCT  NUMBCn 


($000) 

INSTALLATION/LOCATION/ PROJECT  DESCRIPTION  CURRENT  WORKING  ESTIMATE 


INSIDE  THE  UNITED  STATES 


ILLINOIS 

PWC  Great  Lakes  10,947.7 

(HC/R-1-88  Phase  III) 

Improvements  and  concurrent  repairs  to  124  enlisted 
units.  Work  includes  renovation/  modernization  of 
kitchens  and  baths;  reconfiguration  of  interior 
partitions;  upgrade  of  the  electrical  system; 
relocation  of  gas  service  and  meters;  installation  of 
acoustical  insulation;  repairs  to  ceilings,  walls,  and 
windows;  upgrading  of  HVAC  system;  and  provision  of 
patios,  fencing  and  garages.  (See  separate  DD  Form 
1391) 


LOUISIANA 

NAS  New  Orleans 


(HC/R-1-91) 

Improvements  and  concurrent  repairs  to  216  enlisted 
and  officer  units.  Work  includes  renovation  of 
kitchens  and  baths;  replacement  of  windows,  hot  water 
lines,  electrical  service  panels,  thermostats,  storm 
and  closet  doors,  and  lighting  fixtures;  enclosure  of 
laundry  rooms;  inprovements  and  repairs  to 
playgrounds,  landscaping,  and  other  real  property;  and 
provision  of  additional  parking,  dead  bolt  locks, 
shutters,  and  additional  storage. 


6,535.6 


NSA  New  Orleans  49.7 

(HC/R-1-91) 

Improvements  to  one  historic  flag  officer  unit.  Work 
includes  modification  of  bathrooms,  laundry  room  and 
HVAC  system;  installation  of  rear  deck,  downstairs 
ventilation  system,  GFI  receptacles,  floodlights, 
fire  alarm  system,  electrical  surge  protection 
system,  and  walkway  lights.  (See  separate  DD  Form 
1391) 
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VARLOCS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 


4.  rROJtCr  TITUI 

FAMILY  HOUSING  IMPROVEMENTS 


B.  rnOJBCT  NUMBBN 


INSTALLATION/LOCATION/PROJECT  DESCRIPTION 


($000) 

CURRENT  WORKING  ESTIMATE 


INSIDE  THE  UNITED  STATES 


MARYLAND 

USNA  Annapolis  2,157.7 

(HR-7-92  Phase  II) 

Repairs  to  eight  historic  officer  units.  Woric  Includes 
renovation  of  )cltchens  and  baths;  replacement  of 
mechanical  (heating  and  air  conditioning),  electrical, 
and  plumbing  systems;  replacement  of  td.ndows;  and 
abatement  of  asbestos  and  lead  containing  materials 
Inside  the  units.  (See  separate  DD  Form  1391) 

USNA  Annapolis  2,586.3 

(HR-8-92  Phase  II) 

Exterior  repairs  to  22  historic  officer  units.  Work 
Includes  repairs  of  slate  and  copper  roofs; 
repalrs/replacement  of  gutters  and  downspouts; 
repairs  to  exterior  building  elements;  repairs  and 
rest  Batlon  of  porches  and  exterior  trim;  and 
removal  of  lead-based  paint.  (See  separate  DD  Form 
1391) 

NORTH  CAROLINA 

MCAS  Cherry  Point  1,915.6 

(CP-H-301-M2) 

Provides  exterior  repairs  to  60  officer  townhouses 
and  associated  storage  rooms  and  garages.  The  work 
Includes  replacement  of  siding,  fascia,  trim, 
roofing,  flashing,  gutters,  downspouts,  faucets, 
windows,  screens,  doors,  upgrading  exterior 
lighting;  providing  termite  protection;  and 
repairing  exterior  grading,  street  structure,  and 
catch  basins. 
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MAVY  _ _ _ ; _ _ 

X  installation  and  location 

HAVAL  AND  MARINE  CORPS  INSTALLATIONS, 

VARLOCS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 

U.  rnOJSCT  title  i.  PROJECT  NUMBEN 

FAMILY  HOUSING  IMPROVEMENTS 


($000) 

INSTALLATION/LOCATION/ PROJECT  DESCRIPTION  CURRENT  WORKING  ESTIMATE 

INSIDE  THE  UNITED  STATES 


MCB  Camp  Lejeune  9,500.0 

(LE-H-9505-R2) 

Provide  whole  house  revitalization  to  260  Capehart 
enlisted  housing  units  located  at  Berlcley  Manor  at 
Can^  Lejeune.  The  work  includes  upgrading 
electrical,  plumbing,  and  mechanical  systems  and 
appliances;  structural  and  architectural 
improvements;  adding  fire  suppression  systems;  and 
landscaping  repairs. 

RHODE  ISLAND 

NETC  Newport  12,936.1 

(HC/R-3-93) 

Inprovements  and  concurrent  repairs  to  270  enlisted 
units.  Work  includes  renovation/  modernization  of 
kitchens;  construction  of  entry 
vestibules;  installation  of  attic  installation 
and  GFI  receptacles;  repairs/replacement  of 
roofing,  gutters,  downspouts,  siding,  ceilings, 
water  and  sewer  lines,  roadways,  and  driveways; 
provision  of  landscaping,  tot  lots,  signage, 
street  lighting,  patios,  and  concrete  entry  pads. 

NETC  Newport  3,132.0 

(HC/R-4-93) 

In^rovements  and  concurrent  repairs  to  60  enlisted 
units.  Work  includes  renovation/ 
modernization  of  kitchens  and  baths;  repair  and 
replacement  of  roofing,  windows,  gutters,  downspouts, 
siding,  and  privacy  fencing;  construction  of  patios, 
concrete  entry  pads,  and  entry  vestibules;  and 
provision  of  attic  insulation,  GFI  receptacles, 
landscaping,  street  lighting,  and  signage. 
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INSTALLATIONS,  ^ 

VARLOCS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 


FY  IS^MILITARY  CONSTRUCTION  PROJECT  DATA 


kATION  AND  LOTATION  — — 

HAVAL  AND  MARINE  CORPS  INSTALLATIONS, 

VARLOCS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 


*.  rnOitCT  TITLI 

FAMILY  HOUSING  IMPROVEMENTS 


«.  PHOJCCT  NUMtCn 


INSTALLATION/LOCATION/ PROJECT  DESCRI PTION 


($000) 

CURRENT  WORKING  ESTIMATE 


OUTSIDE  THE  UNITED  STATES 


WASHINGTON 
NSB  Bangor 
(HC/R-4-88) 

Improvements  and  concurrent  repairs  to  57  enlisted  and 
officer  units.  Wor)c  Includes  renovation/modernization 
of  kitchen  and  baths;  insulation  of  walls  and 
ceilings;  installation  of  carpeting  on  the  second 
floor  of  townhouse  units;  provision  of  garages; 
enlargement  of  patios;  redesign  and  replacement  of 
roofs;  replacement  of  siding,  fencing,  doors,  floors, 
and  baseboard  heating  units;  repairs  to  the  plumbing 
system;  relocation  of  utilities  from  above  to 
underground;  and  site  improvements  including 
landscaping  and  sidewalks.  (See  separate  DD  Form 
1391) 


4,071.2 


NSB  Bangor 
(HR-5-93  Phase  II) 

Repairs  to  158  enlisted  and  officer  units.  Work 
includes  replacement  of  kitchen  cabinets  and  drawers, 
counter  tops,  sinks,  flooring,  windows  and  range  hoods; 
installation  of  kitchen  lighting;  removal  of  wallpaper 
in  the  bathrooms;  and  replacement  of  bathroom  sinks, 
vanities,  tvibs,  shower  doors,  vents,  flooring  and  bath 
accessories . 


5,734.0 


NSY  Puget  Sound 
(HC/R-2/3-90) 

Inprovements  and  concurrent  repairs  to  47  officer 
units.  Work  includes  renovation/modernization  of 
kitchens  and  baths;  relocation  of  utility  rooms; 
repairs  and  upgrading  of  the  electrical  system; 
addition  of  a  half  bath  on  the  ground  floor; 
repairs/replacement  of  flooring;  repairs  to  mechanical 
systems,  walls,  foundations,  and  windows;  provision  of 
off-street  parking  and  storm  drainage;  and  abatement 
of  lead-based  paint  and  asbestos.  (See  separate  DD 
Form  1391) 


3,729.5 


DDi»c7.1391c 


PnfVIOUS  COITIONS  MAV  ■£  USEO  INTCANALLV 
until  CXHAUSTCO 


eaoc  no. 


'193 


1.  eOMPONINT 

NAVY 

FY  19.1LJMILITARY  CONSTRUCTION  PROJECT  DATA 

2.  DATE 

X  INSTALLATION  AND  LOCATION 

NAVAL  AND  KARINE  CORPS  INSTALLATIONS, 

VARLOCS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 

4.  PfIOJIGT  TITLS 

FAMILY  HOUSING  IMPROVEMENTS 

1.  PROJECT  NUMBER 

($000) 

IH3TAL1ATION/LOCATION/ PROJECT  DESCRIPTION  CURRENT  WORKING  ESTIMATE 


OUTSIDE  THE  UNITED  STATES 


JAPAN 

PNC  Yokosuka  6,278.6 

(HC-3-90  Phase  II) 

I]q>roveinents  to  239  enlisted  units.  Work  includes 
construction  of  exterior  storage;  provision  of 
exterior  electrical  outlets  and  lighting;  and 
modifications  to  patio  privacy  walls. 

PNC  Yokosuka  49.9 

(HR-11-90) 

Repairs  to  one  officer  unit.  Work  involves 
replacement  of  roofing  system,  gutters  and 
downspouts . 

MRRIANAS  ISLANDS 

PNC  Guam  2,541.0 

(HC/R-71-84) 

Ing>rovements  and  concurrent  repairs  to  26  enlisted 
units.  Nork  includes  construction  of  exterior 
storage,  trash  enclosures,  privacy  walls,  and 
covered  patios;  installation  of  gutters  and 
downspouts,  and  solar  film  on  windows;  renovation 
of  kitchens  and  baths;  replacement  of  exterior  and 
interior  doors,  flooring,  telephone  and  TV 
cabling,  electrical  systems,  air  conditioning 
units;  and  replacement  of  incandescent  fixtures 
with  fluorescent. 

PNC  Guam  490.0 

(HC/R-81-84) 

Improvements  and  concurrent  repairs  to  four 
enlisted  units.  Nork  includes  construction  of 
trash  enclosures  and  covered  patios;  renovation/ 
modernization  of  kitchens  and  baths;  installation 
of  heat  reclaim  units  and  solar  window  film; 
replacement  of  incandescent  lights,  vinyl 
flooring,  gypsum  board  walls  and  ceilings, 
exterior  and  interior  doors,  air  handling  xinits, 
water  heaters,  electrical  receptacles,  switches 
and  panel  boards;  and  rewire  circuits.  (See 
separate  DD  Form  1391) 
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FY  19_i5MILiTARY  CONSTRUCTION  PROJECT  DATA 


a.  IMSTALkATIOM  ANO  kOCATlOM 


HAMS  POINT  MUGU,  CA 


t.  SnOOHAM  SkIMINT 

S.  CATIOONV  CODE 

7.  SNOJCCT  NUMBS  M 

IMPROVEMENTS 

711 

HC/R-3-92 

t.  corr  ICTMtATU 


4.  rnojf  CT  TiTLt 

WHOLEHOUSE  REVITALIZATION, 
CAPEHART  UNITS 


$  7,874.9 


U/M  OUANTITV  yJIil  .5®*^ 

COST  ItOOOl 


FAMILY  HOUSING  IMPROVEMENTS 


CONCURRENT  REPAIRS  AND  MAINTENANCE 


TOTAL  REQUEST 


Area  Cost  Factor  >  1.18 


This  project  will  provide  ii^provements  and  concurrent  repairs  to  100 
enlisted  Capehart  family  housing  units  at  NANS  Point  Mugu.  Work 
includes  provision  of  storage  space  in  utility  rooms;  replacement  and 
relocation  of  water  heaters;  removal  of  doors  between  the  kitchen  and 
utility  room;  relocation  of  furnaces  in  60  units;  redesign  of  kitchens; 
replacement/installation  of  additional  kitchen  cabinets;  replacement  of 
kitchen  countertops,  exhaust  hoods,  and  sinks  and  accessories; 
installation  of  dishwashers;  replacement  of  built-in  ovens  and 
countertop  stoves  with  free  standing  stoves;  retnoval/dlsposal  of 
asbestos  wallboard  and  tape  and  replacement  with  new  gypsum  walls  and 
ceilings  in  kitchens,  bathrooms  and  utility  rooms;  provision  of  ground 
fault  interrupter  outlets  in  bathrooms,  kitchens,  patios,  and  garages; 
replacement  of  ungrounded  interior  wiring  and  provision  of  additional 
wall  outlets;  replacement  of  flooring;  installation  of  double-paned 
aluminum  windows  and  patio  doors;  replacement  of  interior  and  exterior 
doors,  including  new  hardware,  deadbolts  and  weather-stripping; 
replacement  of  light  fixtures  containing  PCB's;  installation  of 
thermostats  with  restrictive/set-back  timers;  replacement  of 
deteriorated  wiring  and  electrical  outlets,  and  interior  water  and  gas 
piping;  removal  of  water  damaged  wall  tiles;  installation  of  one-piece 
shower  and  tub  wall  enclosures;  replacement  of  bathroom  vanities,  sinks, 
toilets,  medicine  cabinets,  bath  accessories,  ceiling  heat  coils  and 
exhaust  fans;  painting;  repair  of  dry  rot;  replacement  of  flashing  and 
garage  doors;  and  installation  of  attic  insulation,  new  eave  vents  and 
screens . 
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FY  19..S^1LITARY  CONSTRUCTION  PROJECT  DATA 


3.  INtTAkkATION  AND  LOCATION 
HMfS  POINT  MUGU,  CA 


11.  REQUIREMENT; 

PROJECT;  This  project  will  provide  wholehouse  improvements  and  repairs  to 
100  Capehart  units  located  on-station  at  NANS  Point  Mugu. 

REQUIREMENT;  The  project  will  correct  deficiencies  and  provide 
amenities  and  inqprove  the  habitability  and  safety  for  the  occupants  of 
these  34  year  old  housing  units.  Investment  in  these  units  is  needed  to 
extend  the  useful  life. 

CURRENT  SITUATION;  Flooring  is  worn«  pitted  and  mismatched  (mastic  also 
contains  asbestos),  and  some  of  the  hardwood  flooring  is  stained  and 
scratched.  Existing  single  pane  aluminum  windows  exhibit 
lealcage/condensatlon  problems,  are  not  energy  efficient,  and  provide 
little  barrier  from  outside  noise  (very  active  air  station) . 
Exterior/interior  doors  and  hardware  are  in  poor  condition,  and  exterior 
doors  lack  deadbolts.  Patio  sliding  glass  doors  are  not  con^rised  of 
safety  glass,  cannot  be  secured,  and  screening  is  in  poor  condition. 

Garage  doors  are  unwieldy,  warped  and  damaged,  and  can  only  be  secured 
with  padlocks.  Kitchens  are  small,  dark  and  poorly  designed  with 
insufficient  storage  and  counter  space  and  are  without  dishwashers;  swing 
door  between  utility  room  and  kitchen  creates  circulation  problems; 
utility  area  has  insufficient  storage;  water  heaters  are  deteriorated  (due 
primarily  to  excessively  high  alkaline  content  in  base  water) ,  and  leakage 
often  causes  damage  to  both  the  utility  area;  water  penetration  has  caused 
dry  rot  in  floors  and  walls  (some  studs  are  water  damaged) ;  ceiling  heat 
coils  have  been  disconnected  since  they  pose  a  fire  hazard  (there  is  no 
other  heat  source  in  bathrooms ) ,  and  exhaust  fans  are  rusted  and 
inefficient;  vanities,  medicine  cabinets  are  old,  damaged,  and  have 
inadequate  storage;  sinks  and  toilets  (high  water  usage  type)  and  bath 
accessories  are  near  the  end  of  their  useful  life;  and  shower  pans  leak. 
Hiring  is  original,  ungrounded,  brittle  and  unsafe;  outlets  are  Inadequate 
for  occupant  needs  and  there  are  no  valves,  and  drainage  problems  are 
common  occurrences.  Service  calls  are  frequent  due  to  leakages  in 
existing  gas  piping.  Kitchen,  bath  and  utility  room  wallboard/tape 
contain  asbestos  (may  become  friable  during  extensive  repair  work) .  PCB's 
exist  in  fluorescent  fixtures.  Attic  has  blown-in  insulation  that  is 
blocking  air  flow  at  eave  vents,  creating  mildew  problems.  Some  exterior 
wood  posts,  eaves  and  fascia  are  termite- riddled  and  dry  rotted. 

IMPACT  IF  NOT  PROVIDED;  Navy  families  will  continue  to  live  in  units  that 
are  deteriorated  and  lack  modem  amenities.  Morale  and  satisfaction  with 
the  Navy  will  suffer.  Deferral  will  result  in  future  accoiig>llshment  at  a 
higher  cost.  In  the  Interim,  maintenance  costs  will  Increase. 
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‘•‘‘Cation 

HUENEME,  CA 


IMPROVEMENTS 


a.  CATtQONY  COOf 

T.  fhojict  NuMscn 

711 

HC/R-l-86 

•.  COST  tSTMATES 


REVITALIZATION, 
MOON  HOUSING  AREA 


$  7,000.0 


U/M  I  QUANTITY 


FAMILY  HOUSING  IMPROVEMENTS 


CONCURRENT  REPAIRS  AND  MAINTENANCE 


TOTAL  REQUEST 


Area  Cost  Factor  *  1.18 


23.1  2,310.0 

46.9  4,690.0 


70.0  7,000.0 

7,000.0 


10.  OtSCAl^TlON  OF  FAQAOSEO  CON$THuCT|Qn 

This  project  provides  improvements  and  concurrent  repairs  to  100 
enlisted  Wherry  housing  units  at  the  MCON  housing  area  at  NCBC  Port 
Hueneme.  Work  includes  installation  of  ranges,  rangehoods,  dishwashers, 
seamless  bath  enclosures,  cabinets,  venting,  and  lavatories.  Concurrent 
repairs  include  replacement  of  kitchen,  bath,  and  living  room  floors; 
refinishing  of  hard-wood  floors;  replacement  of  existing  water  heaters, 
venting,  wall  furnaces,  gas  and  electric  lines,  panels,  interior 
telephone  lines,  telephone  boxes,  windows  and  screens,  all  doors 
including  hardware,  and  gutters  and  downspouts;  provision  of  electric 
and  gas  meters;  and  reconfiguration  of  front  entrances  and  interior 
stairwells. 

IT!  REQUIREMENT; 

PROJECT ;  This  project  will  correct  deficiencies  and  improve  the 
habitability  and  safety  of  100  units  at  NCBC  Port  Hueneme,  CA. 

REQUIREMENTS :  These  units,  built  in  1954,  still  retain  the  majority  of 
their  original  components.  These  units  relect  the  wear  and  tear  of 
constant  and  intensive  use  over  time.  Many  of  the  components  have 
outlived  their  useful  lives.  These  units  lack  many  of  the  amentities 
found  in  newer  units  in  the  Port  Hueneme  family  housing  inventory. 
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X  INSTALLATION  ANO  LOCATION 

NCBC  Port  Hueneme,  CA 

4.  SaoiSCT  TITLS 

1.  snoJSCT  NUMsca 

IMPROVEMENTS 

HC/R-l-86  ^ 

CTOHEWT  SITUATICTI;  Kitchen  cabinets  are  scarred  with  stissing  shelves, 
dratier  guiders,  and  accessories.  Patching  of  cabinets  and  drawers  Is  no 
longer  effective  due  to  extensive  usage  over  the  years  and  water  damage. 
Kitchen  countertops  are  badly  worn,  scarred,  burned,  and  beyond  repair. 
Kitchen  sinks  are  stained  and  discolored  from  years  of  water  daskage.  Floor 
coverings  reflect  hard  usage  over  tlsie  with  no  siatchlng  tiles  left  In  the 
inventory.  Hardwood  floors  require  reflnlshlng  from  years  of  foot  and 
furniture  traffic.  Some  hard  wood  flooring  near  bathroom  entrance  will 
require  replacement  due  to  water  damage.  Current  electrical  system  Is 
undersized  and  is  not  able  to  handle  today's  occupant  equipment  and 
asienltles.  Outlets  and  wiring  don't  meet  current  life  safety  codes.  The 
houses  have  wall  furnace  units  and  venting  which  are  outdated  and 
unsightly.  Water  heaters  leak  and  have  caused  damage.  Original  plumbing 
fixtures  are  still  in  use  in  most  bathrooms;  lavatories  are  stained, 
cracked,  burned  and  drawers  no  longer  open  or  close  properly.  Hard  water 
over  the  years  has  deteriorated  the  bathroom  mirrors,  tubes  and  showers. 
Walls  and  floors  below  bathrooms  have  water  damage.  Windows  and  doors  are 
pitted,  rusted,  and  don't  operate  properly  from  age  and  proxisiity  to  the 
ocean.  Front  entrances  were  poorly  designed  and  are  visually  unattractive. 
Stairwells  are  too  narrow  to  get  furniture  through. 

IMPACT  IF  NOT  PROVlDEDt  Navy  families  will  continue  to  live  ii.  units  that 
are  deteriorated  and  lack  modern  astenities.  Morale  and  satisfaction  with 
the  Navy  will  suffer.  Deferral  will  result  in  this  work  having  to  be 
accomplished  at  a  later  date,  and  at  a  greater  cost.  Maintenance  costs 
will  increase  as  deterioration  continues. 
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a.  IMSTAkkATIOM  ANO  LOCATION 
WC  SAN  DIEGO,  CA 


4.  PROJiCT  TITkl 

WHOLEHOUSE  REVITALIZATION, 
CHESTERTON,  PHASE  III 


S.  PMOONAM  f  CIMCNT  I C.  CATIOORV  COOC  7.  PROJCCT  NUMSIR  4.  4ROJICT  COST  (40001 

711-25  HC/R-1-90  $  9,510.2 


S  9,510.2 


4.  COCT  KTIMATn 


FAMILY  HOUSING  IMPROVEMENTS 


CONCURRENT  REPAIRS  AND  MAINTENANCE 


TOTAL  REQUEST 


Area  Cost  Factor  »  1.16 


136  69.9  9,510.2 


9,510.2 


This  project  provides  iR^roveinents  and  concurrent  repairs  to  136  enlisted 
family  housing  units  located  at  the  Chesterton  housing  community  at  PWC  San 
Diego.  Work  includes  installation  of  dishwashers;  replacement  of  kitchen 
countertops,  casework,  floors,  sinks,  exhaust  fans,  ovens,  cook  tops,  and 
garbage  disposals;  patching/painting  of  the  kitchens;  installation  of  bath 
vanities,  exhaust  fans,  and  shower  stall  enclosures;  replacement  of  bathroom 
lavatories,  water  closets,  bath  accessories  (e.g.,  towel  bars,  soap  dishes 
etc,),  and  medicine  cabinets;  repair/ reglazing  of  ceramic  tile;  repair  of 
bathtubs;  replacement  of  electrical  wiring,  lights,  and  receptacles; 
repair/replacement  of  interior  plumbing  components;  replacement  of  windows; 
abatement  of  asbestos  in  the  flooring  and  attic  areas;  removal  of  lead-based 
paint  in  interior  framing;  and  replacement  of  lead-based  stucco  and 
repainting . 


11.  REQUIREMENT; 

PROJECT ;  This  project  will  correct  deficiencies  and  inprove  the  habitability 
and  safety  of  136  units  at  PWC  San  Diego,  CA. 

REQUIREMENTS ;  These  units,  built  in  1960,  still  retain  the  majority  of 

their  original  conponents.  These  units  reflect  the  wear  and  tear  of  constant 
and  intensive  use  over  time.  Many  of  the  conponents  have  outlived  their 
useful  lives.  These  units  lack  many  of  the  amenities  found  in  newer  units  in 
the  San  Diego  family  housing  inventory. 
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FY  Ifts  MILITARY  CONSTRUCTION  PROJECT  DATA 


X  INSTALLATIOM  AMO  COCATIOM 


PNC  SAN  DIEGO,  CA 


4.  rROJfCT  TITkl 
IMPROVEMENTS 


C.  RROJfCT  NUMMN 

HC/R-1-90 


CURRENT  SITUATION;  The  kitchens  are  without  dishwashers.  Baths  are 
without  vanities  or  exhaust  fans.  Stall  showers  require  the  installation 
of  shower  doors  to  prevent  water  dasiage.  Kitchen  countertops  are  chipped, 
scratched,  marred,  separated,  and  have  bum  spots.  Kitchen  cabinets  are 
heavily  worn  and  have  a  variety  of  problems  ranging  from  water  damage  to 
separating  backs  and  sides.  The  vinyl  composition  tile  flooring  shows  the 
effect  of  three  decades  of  heavy  traffic.  Kitchen  sinks  are  stained  and 
chipped.  Exhaust  fans  are  loud,  rusted,  and  no  longer  perform  at  the 
optimum  level.  Lights  to  be  removed  during  the  course  of  rewiring,  will 
be  replaced  with  more  energy  efficient  coBg>onents.  Electric  receptacles 
are  cracked  and  mismatched.  The  original  kitchen  appliances  (surface 
range  and  wall  ovens)  have  exceeded  their  useful  life  and  are  getting 
continually  more  difficult  to  maintain.  Bathroom  lavatories  and  water 
closets  are  in  varying  stages  of  disrepair  and  past  the  stage  where  their 
re-use  is  warranted.  In  most  cases,  the  bath  accessories  are  either  bent, 
broken,  or  stissing.  Most  medicine  cabinets  suffer  from  advanced  stages  of 
rusting.  Ceramic  tile  is  scratched,  cracked,  and  in  need  of  reglazing  or 
replacement.  Bathtubs  are  chipped,  rusted,  and  beyond  their  useful  life. 
The  units  still  retain  their  original  wiring,  which  is  deteriorated  and 
presents  a  safety  hazard,  and  the  electrical  service  is  inadequate  for 
handling  the  requirements  of  modern  households.  Interior  pltimbing,  also 
original,  will  require  repair/ replacement  to  eliminate  defective 
conqponents.  The  aluminum  slider  windows  are  heavily  pitted,  have 
inadequate  glazing,  and  allow  water  penetration  around  the  frames. 

Exterior  stucco  and  some  interior  painted  surfaces  have  been  found  to 
contain  lead-based  paint  at  hazardous  levels  and  must  be  abated.  Asbestos 
has  been  found  in  the  floor  tile  mastic  and  heating  ductwork  and  it  too 
must  be  abated. 

IMPACT  IF  NOT  PROVIDED;  Deferral  will  result  in  this  work  having  to  be 
accomplished  at  a  later  date,  and  at  a  greater  cost.  Thirty  years  of 
constant  use  cannot  be  camouflaged  by  even  the  most  innovative  person. 

This  daily  reminder  of  the  lack  of  attention  to  these  units  has  a 
demoralizing  effect  on  the  occupants. 
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3.  INSTALLATION  AND  LOCATION 
FNC  SAN  DIEGO,  CA 


S.  anOONAM  ELEMENT 

6.  CATSaONY  CODE 

T.  SnOJtCT  NUMBER 

IMPROVEMENTS 

711-25 

HC/R-36-92 

•.  COST  ICTMATIS 


4.  rnojtCT  title 

WHOLEHOUSE  REVITALIZATICMi, 


$  7,104.4 


UNIT  COST 

COST  ISOOOl 


QUANTITY 


FAMILY  HOUSING  IMPROVEMENTS 


CONCURRENT  REPAIRS  AND  MAINTENANCE 


TOTAL  REQUEST 


Area  Cost  Factor  *1.16 


to.  OCSCNIPTION  Of  ^AOI>OSEO  CONSTMUCTION 

This  project  encon^asses  In^rovements  and  repairs  to  100  enlisted  family 
housing  units  located  at  the  Hartman  housing  area  at  PWC  San  Diego. 
In^rovements  include  installation  of  dishwashers,  bath  vanities,  exhaust 
fans,  and  shower  enclosures.  Concurrent  repairs  include  replacement  of 
countertops  and  kitchen  casework,  floors,  sinks,  exhaust  fans,  ovens  and 
cooktops,  and  garbage  disposals  in  the  kitchen;  replacement  of  lights 
and  receptacles;  patch/paint  kitchens;  replacement  of  bathroom 
lavatories  and  water  closets,  bath  accessories  (e.g.,  towel  bars,  soap 
dishes,  etc.),  and  medicine  cabinets;  repair/reglazing  of  ceramic  tile; 
repair/replacement  of  bathtubs;  replacement  of  electrical  wiring; 
repair/replacement  of  interior  plumbing  con^onents  and  windows; 
abatement  of  asbestos  in  the  flooring  and  attic  areas;  removal  of  lead 
base  paint  in  interior  framing  and* exterior  stucco;  and  replacement  of 
stucco  and  painting. 

TIT  requirement! 

PROJECT;  This  project  will  correct  deficiencies  and  in^rove  the  safety 
and  habitability  of  100  units  at  PWC  San  Diego,  CA. 

REQUIREMENT;  These  units,  built  in  1960,  still  retain  the  majority  of 
their  original  con^onents.  The  units  reflect  the  wear  and  tear 
resulting  from  over  thirty  years  of  constant  use.  There  has  been  no 
significant  investment  at  this  site.  As  such,  many  of  the  components 
have  outlived  their  useful  lives. 
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3.  installation  and  location 

PNC 

SAN  DIEGO,  CA 

4.SROJ 

ICT  TiTLi 

i.  saojccT  NUMSin 

HC/R-36-92 

CURRENT  SITUATION;  The  kltchene  are  without  dishwashers.  Baths  are 
without  vanities  or  exhaust  fans.  Stall  showers  require  the  Installation 
of  shower  doors  to  prevent  water  daiaage.  Kitchen  countertops  are  chipped, 
scratched,  starred,  separated,  and  have  bum  spots.  Kitchen  cabinets  are 
heavily  vom  and  have  a  variety  of  problesis  ranging  from  water  damage  to 
separating  backs  and  sides.  The  30  year  old  vinyl  composition  tile 
flooring  shows  the  effect  of  three  decades  of  heavy  traffic.  Kitchen 
sinks  are  stained  and  chipped.  Exhaust  fans  are  loud,  rusted  and  no 
longer  perform  at  the  optimum  level.  Existing  lighting  Is  not  energy- 
efficient.  Electric  receptacles  are  cracked  and  mismatched.  The  original 
kitchen  appliances  (surface  range  and  wall  ovens)  have  exceeded  their 
useful  life  and  are  getting  continually  more  difficult  to  maintain. 
Kitchens  will  need  to  be  patched/painted  as  a  result  of  construction  work. 
Bathroom  lavatories  and  water  closets  are  in  varying  stages  of  disrepair 
and  past  the  stage  where  their  re-use  In  warranted.  In  most  cases,  the 
bath  accessories  are  either  bent,  broken,  or  missing.  Most  medicine 
cabinets  are  significantly  rusted.  Ceramic  tile  is  scratched,  cracked, 
and  in  need  of  reglazlng  or  replacement  (as  the  situation  warrants) . 
Bathtubs  are  chipped,  rusted,  and  beyond  their  useful  life.  The  units 
still  retain  their  original  electrical  wiring,  which  Is  deteriorated  and 
presents  a  safety  hazard,  and  the  electrical  service  Is  Inadequate  for 
handling  the  requirements  of  modem  families.  Interior  plumbing,  also 
original,  will  require  sporadic  glazing,  and  allows  water  penetration 
around  to  frames.  Exterior  stucco  and  some  Interior  painted  surfaces  have 
been  found  to  contain  lead-based  paint  at  hazardous  levels.  Asbestos  has 
been  found  in  the  floor  tile  mastic  and  heating  ductwork  and  it  too  must 
be  abated. 

IMPACT  IF  WOT  PROVIDED;  Navy  families  will  continue  to  live  in  units  that 
are  deteriorated  and  lack  modem  amenities.  Morale  and  satisfaction  with 
the  Navy  will  suffer.  Deferral  will  result  in  this  work  having  to  be 
acconpllshed  at  a  later  date,  and  at  a  greater  cost.  Maintenance  costs 
will  Increase  as  deterioration  continues.  Occupants  will  continue  to  be 
exposed  to  the  presence  of  asbestos  and  lead-containing  materials. 
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3.  INSTAkkATlON  ANO  LOCATION 
PWC  PENSACOLA,  FL 


A.  PNOJICT  riTLf 

HHOLEHOUSE  REVITALIZATION, 


S.  SNOOAAM  tLiMfNT 

S.  CATICOnv  cool 

1.  SnoilCT  NUMMN 

s.  anojccT  cost  isoooi 

IMPROVEMENTS 

711 

HC/R-4-92 

$16,279.0 

•.  COtT  ItTiMATIS 


ITgM 

UNM 

OU  ANTITV 

UNIT 

COST 

FAMILY  HOUSING  IMPROVEMENTS 

EA 

250 

5.5 

CONCURRENT  REPAIRS  ANO  MAINTENANCE 

EA 

250 

59.6 

• 

EA 

250 

65.1 

TOTAL  REQUEST 

Area  Cost  Factor  ~  .80 

COST 


16,279.0 


This  project  provides  wholehouse  in^rovements  and  repairs  Co  250 
enlisted  townhouse  family  housing  units.  Work  includes  installation  of 
insulated  doors  and  windows,  ground  fault  interrupters,  fire  sprinkler 
systems,  and  light  fixtures;  provision  of  wall  covering,  chair  railings, 
new  entrance  ways;  reconfiguration  of  the  kitchen;  replacement  of  main 
electrical  panels;  replacement  of  tubs,  vanities,  and  showers; 
repairs/replacement  of  carpet,  vinyl  flooring,  ceramic  tile,  and  potable 
water  and  galvanized  pipe;  replacement  of  gas  distribution  piping;  and 
installation  of  vinyl  siding  on  the  stucco  exterior. 

ITI  REQUIREMBiT; 

PROJECT :  This  project  will  provide  various  interior,  mechanical, 
pliunbing,  and  electrical  in^rovement  and  repairs,  and  installation  of 
vinyl  siding  on  the  250  townhouses. 

REQUIREMENT;  The  existing  townhouse  units  were  constructed  in  1968.  The 
interior  of  the  units  are  in  extremely  poor  condition.  This  project  will 
correct  deficiencies  and  in^rove  the  quality  of  life  for  occupants  of  the 
housing  area.  Electrical  deficiencies  will  be  corrected  by  the  installation 
of  GFI  receptacles,  new  main  panels,  new  grounding  receptacles,  adequate 
lighting  and  surge  protectors  on  the  main  panel.  Vinyl  siding  will  keep 
moisture  from  penetrating  to  the  interior  wall.  New  entrance  ways  will 
enhance  the  appearance  of  the  units  and  will  ultimately  in^rove  the  comfort 
and  morale  of  the  housing  occupants.  The  installation  of  fire  sprinkler 
systems  is  required  in  order  to  con^ly  with  the  law. 


DO.  ofcT.1391 

«'*•••>  *01  Ml* 


rnc  vious  iOiTioNS  may  at  usio  intchmallv 
UNTIL  tXHAUSTCO 


eACC  NO 


207 


1.  eoMaowSNT 

NAVY 

FY  1#±_MILITARY  CONSTRUCTION  PROJECT  DATA 

2.  OATS 

3.  INtTAkkATION  AND  LOCATION 

PNC  PENSACOLA,  FL 

A.  SRailCT  TITLI 

s.  aaoJtCT  NUMstn 

IMPROVEMENTS 
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CURRdT  SITUATION:  The  HVAC  systems  ate  deterlozated,  and  the  electrical, 
lighting,  bathrooms,  and  kitchen  fixtures  are  deteriorated.  Leaking  around  the 
tubs  showers  have  caused  problesis  with  the  ceiling  below  the  baths.  There 
is  ragged  carpet,  and  worn  tile  floors.  Moisture  has  migrated  through  exterior 
walls  constructed  with  stucco  and  has  created  a  persistent  need  to  replace 
interior  dry  walls. 

IMPACT  IF  NOT  PROVIDED:  Failure  to  provide  for  the  repairs  will  result  in 
increased  sialntenance  costs,  continued  electrical  safety  deficiencies,  waste  of 
energy  and  detrimental  impact  upon  occupant  comfort  and  morale.  In  addition, 
if  the  stucco  walls  are  not  sealed  or  covered  with  siding,  structural  dasmge 
will  continue.  The  Navy  will  be  in  violation  of  the  law  if  fire  sprinkles 
systems  are  not  installed  in  conjunction  with  the  other  work. 
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Marine  Corps  Logistics  Base, 
Albany,  GA 


a  cAiEoaRyoaos 

7.  mOLBCT  NUMBER 

711 

AL-H-204/2.R2 

Vhole  Bouse  Revitalization. 
Hill  Village.  Phase  II. . 


I.  nOSCTCOCT  IttOOl 

$6,504.6 


y  Housing  Improvements 
Total  Request 


10.  KscnpnoNOFmoPosEoooNsmucnoN 

Provides  whole  house  revitalization  to  eight  officer  and  104  enlisted 
Capehart  housing  units.  The  work  includes  upgrading  fixtures  and 
electrical,  plumbing,  and  mechanical  systems;  structural  and  architectural 
improvements,  interior  and  exterior  repairs,  and  Installing  fire 
suppression  systems. 


11.  REQUIREMENT: 

Project:  This  project  will  revitalize  112  Capehart  units  and  is  the 
second  phase  in  a  program  to  revitalize  43  officer  and  209  enlisted  family 
housing  units  in  Hill  Village. 

Requirement:  This  project  will  repair  units,  improve  safety  and 
habitability,  and  bring  units  into  conformance  with  current  construction 
standards,  codes,  and  regulations.  The  project  replaces  outdated 
electrical,  mechanical,  and  plumbing  systems  and  fixtures  including  all 
traps  in  waste,  soil,  and  vent  piping;  interior  wall,  ceiling,  and  floor 
finishes  and  trim;  cabinets;  interior  and  exterior  doors,  frames  and 
hardware;  and  ceiling  insulation.  The  project  provides  two  full  baths, 
utility  meters,  exterior  wall  insulation,  new  laundry  connections,  ice 
maker  connection  at  refrigerators,  additional  square  footage  and  storage 
space,  fire  sprinkler  systems,  dropped  gypsum  board  ceilings,  range  hoods 
with  fire  extinguishing  systems,  and  additional  phone  and  cable  TV  jacks. 
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TTBOr 


MsriiM  Corps  Logistics  Bsss, 
Albsny,  6A 


I.  wcjBcrmoER 

AL-B-204/2>R2 


•rmm'mi — - - 

VhoXs  Hottss  Rsvitslisstion.  Bill  Tillage .  Phase  II, 
Capshart 


Current  Situation t  These  Capehart  units  were  constructed  in  1958  and 
require  electrical  upgrade  (additional  outlets  and  grounded  distribution 
system):  additional  bath,  kitchen  cabinet,  and  counter  and  storage  space; 
and  replacement  of  interior  finishes,  doors  and  frames.  Fire  suppression 
systems  are  nonexistent  and  patios  are  not  provided  to  sosm  units. 
Haintenance  and  utility  costs  are  Increasing  due  to  the  age  and 
construction  of  the  units. 

Impact  if  not  Provided;  Failure  to  authorize  this  project  will  result  in 
the  further  deterioration  and  obsolescence  of  these  units.  Bigh  energy 
use,  excessive  maintenance  efforts,  uncorrected  potential  safety  hazards 
and  occupant  dissatisfaction  will  continue  to  increase.  Units  will  not 
Bieet  DOD  standards.  Additionally,  the  siorale  and  quality  of  life  of 
military  families  living  in  these  units  will  continue  to  decline. 
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IMPROVEMENTS 
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7.  SNOJCCT  NUMUN 

711 

HC/R-1-88 

•.  corr  isTMUTts 


4.  rnOJSCT  TITLf 

WHOLEHOUSE  REVITALIZATION 
FORRESTAL  VILLAGE  PHASE 


$10,947.7 


COST  (tOOOl 


U/M  I  QUANTITY 


FAMILY  HOUSING  IMPROVEMENTS 


CONCURRENT  REPAIRS  AND  MAINTENANCE 


TOTAL  REQUEST 


Area  Cost  Factor  »  1.19 


43.0  5,331.6 


45.3  I  5,616.1 


94.9  10,947.7 


10,947.7 


This  project  includes  wholehouse  inqprovements  and  repairs  to  118  units 
of  enlisted  "Wherry"  housing  in  Forrestal  Village  and  to  6  units  in  the 
G-1  buildings.  Work  includes  partition  changes;  provision  of 

kitchen  layouts,  acoustical  insulation,  patios,  fencing, 
and  drainage  tile  to  correct  drainage  problems;  modernization  of 
electrical  system;  installation  of  door  bells;  relocation  of  gas  service 
and  meters;  construction  of  garages  and  driveways;  repairs/replacement 
of  concrete  ceilings,  exterior  walls,  windows,  HVAC  systems,  kitchens, 
and  baths;  and  relocation  of  laundry  facilities. 

it;  I^QUIREMOn^  - - - - 

PROJECT;  This  project  provides  wholehouse  improvements  and  repairs  to 
124  Wherry  units  located  in  Forrestal  Village  at  PWC  Great  Lakes.  This 
project  represents  the  third  and  final  phase  of  revitalization  of  this 
housing  area. 

REQUIREM^T;  "Flintstone  Village",  as  the  Forrestal  Village  Wherry 
Housing  is  commonly  known,  is  constructed  with  precast  concrete  panels 
with  insulation  board  sandwiched  inside  the  panels.  The  units  were 
built  in  1951.  Although  the  units  are  structurally  sound,  they  feature 
a  number  of  deficiencies  and  lack  many  modern  amenities. 
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a.  INtTAkUiTIOM  AMO  kOCATIOM 
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4.  rnOMCT  TlTkl 
IMPROVEMENTS 


I.  4flOJSCT  NUMCtll 

HC/R-1-88 


CURRENT  SITUATION;  Units  lack  proper  layout  to  provide  for  present-day 
ninimum  standards  for  fanily  housing.  Kitchen  work  space  and  cabinet  and 
bulk  storage  is  inadequate.  Units  do  not  have  entrance  vestibules  to 
prevent  cold  air  from  entering.  Bathrooms  lack  exhaust  fans,  which  causes 
wall  and  celling  finishes  to  deteriorate  due  to  excessive  humidity.  Baths 
and  kitchens  do  not  have  6FI  protection.  Additional  wall  receptacles  are 
required  due  to  partition  changes  and  to  meet  building  codes.  The 
exterior  walls  are  poor  thermal  and  moisture  barriers  and  they  are  very 
unpleasant  in  appearance.  The  roofs  are  flat  with  constant  maintenance 
requirements.  Laundry  facilities  are  located  outside  the  units.  Units 
lack  private  outdoor  living  spaces.  Additional  exterior  bulk  storage  is 
required.  The  units  do  not  meet  present  requirements  for  this  area  due  to 
the  lack  of  air  conditioning.  HVAC  distribution  is  inadequate.  Building 
identification  numbers  are  needed  for  orientation.  Buildings  lack 
foundation  Insulation  and  drainage.  Patios  and  privacy  fencing  are 
required  for  private  outdoor  living.  Electrical  service  grounding  does 
not  conply  with  NEC  requirements  and  units  lack  entry  bell  system.  Gas 
meter  location  precludes  full  use  of  utility  rooms.  Existing  garages  are 
30-t-  years  old,  require  extensive  maintenance  and  repairs,  and  are  located 
remote  from  the  units.  The  concrete  ceilings  are  rough,  do  not  absorb 
sound,  are  difficult  to  maintain,  and  are  unsightly.  The  exterior  walls 
lack  sufficient  insulation,  allow  excessive  moisture  infiltration  and  are 
poorly  finished  both  on  the  interior  and  exterior  surfaces.  The  windows 
are  of  poor  quality,  have  broken  seals  between  the  glazing,  and  do  not 
have  a  thermal  barrier  in  the  metal  frames.  The  rooms  located  farthest 
from  the  furnace  do  not  heat  properly  and  are  cold  due  to  the  fact  that 
the  furnaces  are  old  and  inefficient  and  beyond  their  useful  life.  The 
kitchen  cabinets,  appliances  and  finishes  are  worn,  dingy,  and  beyond 
their  expected  life.  The  baths  have  original  fixtures  and  are  also  at  the 
end  of  their  expected  life.  They  have  chips  and  require  excessive 
maintenance . 

IMPACT  IF  WOT  PROVIDED!  If  this  project  is  not  Inplemented,  habitability 
problems,  caused  by  the  lack  of  necessary  modern-day  amenities,  will 
continue  to  negatively  effect  tenant  morale.  Maintenance  costs  will 
continue  to  escalate.  Navy  families  will  continue  to  be  inconvenienced. 
Quality  of  life  and  satisfaction  with  the  Navy  will  suffer. 
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3.  instaluatiom  and  location 

NAVAL  SUPPORT  ACTIVITY 
NEW  ORLEANS.  LA 


IMPROVEMENTS 


C.  CAT! aOHY  code 

7.  PNOJfCT  NUMBf  n 

711 

HC/R  -1-91 

4.  PKOJiCT  TITLf 

WHOLES I TE  REPAIRS  &  IMPROVEMENTS 
UARTERS  A 


$  319.2 


•.  COST  ksthmates 


U/M  I  QUANTITY 


UNIT  COST 

COST  ISOOOl 


FAMILY  HOUSING  IMPROVEMENTS 


CONCURRENT  REPAIRS  AND  MAINTENANCE  1  / 


TOTAL  REQUEST 


Area  Cost  Factor  >  1.02 


ION  OF  FAOAOSCO  CONSTNUCTION 

This  project  will  provide  for  replacement  of  column  pedestal,  rear 
steps,  porch  screens,  roofing,  pliunbing,  electrical  maintenance, 
electrical  service  entrance,  basement  panels,  branch  circuits,  lightning 
rod  protection  system,  and  light  fixtures.  Demolish  rear  canopy, 
refurbish  window/screens,  and  dormers.  Strip  and  repaint  foundation 
brickwork.  Repair  all  ductwork.  Improve  drainage,  repair  chimney, 
driveways,  landscape  and  prune  oak  trees.  Renovate  bathrooms,  laundry 
room  and  HVAC  system.  Install  rear  deck,  downstair  ventilation  system, 
GFI's,  floodlights,  fire  alarm  system,  electrical,  surge  protection 
system,  and  walkway  lights.  Relocate  washer  and  dryer  to  inside  of 
house . 


11.  REQUIREMENT; 

PROJECTS ;  Provides  con^rehensive  repairs/in^rovements  to  one  flag 
quarters . 

REQUIREMENT;  Quarters  A  is  a  Louisiana  Colonial-type  plantation  built 
in  the  early  1840 's  currently  designated  as  flag  quarters.  It  is 
constructed  of  cypress,  high  off  the  ground  on  continuous  brick  piers. 
This  historic  raised  cottage  has  many  building  components  in  dire  need 
of  replacement  and/or  repair.  To  extend  its  useful  life  and  restore  the 
architectural  intent,  such  wholehouse  repairs  and  improvements  are 
needed . 

!_/  Maintenance  funding  is  provided  for  in  the  maintenance  account. 
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IMPROVEMENTS 
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CURRENT  SITUATION;  As  a  result  of  age.  Inadequate  maintenance,  harsh 
clinatlc  conditions,  termite  pervasion,  and  other  factors,  this  Louisiana 
Colonial-type  plantation  home  requires  needed  repair  and  alteration.  This 
tiork  will  correct  current  deficiencies  and  bring  the  unit  up  to 
contemporary  standards. 

IMPACT  IF  NOT  PROVIDED;  If  the  project  is  not  funded,  these  deficiencies 
will  continue  to  deteriorate. 
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3.  installation  and  location 
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IMPROVEMENTS 


s.  catioorv  cool 

711 

HR-7-92 

4.  rnojSCT  titli 

INTERIOR  REPAIRS  TO  8  UNITS 
PHASE  II 


r  numssr  Is.  rrojsct  cost  tsoooi 


$  2,157.7 


•.  COST  UTIMATfS 

ITIM 

U/M 

quantity 

UNIT 

COST 

COST 

ISOOOl 

FAMILY  HOUSING  REPAIRS 

EA 

8 

269.7 

2,157.7 

TOTAL  REQUEST 

2,157.7 

Area  Cost  Factor  «  .96 

This  project  provides  essential  interior  repairs  to  eight  historic  officer 
homes  located  at  the  Naval  Academy.  The  work  includes  the  renovation  of 
bathrooms  and  kitchens;  replacement  of  damaged  plaster;  replacement  of 
outmoded  or  unsafe  electrical  and  pliunbing  systems;  replacement  of  heating 
and  air  conditioning  systems;  replacement  of  windows;  and  the  abatement  of 
asbestos  and  lead-containing  materials  found  inside  the  units. 

in  REQUIREMENT;  ' 

PROJECT ;  This  project  will  provide  extensive  repairs  to  eight  historic 
officer  units. 

REQUIREMENT;  This  project  represents  the  second  phase  of  a  multi-year 
restoration  program.  It  will  bring  the  units  to  conten^orary  housing 
standards  while  preserving  significant  historical  building  elements.  The 
units  in  this  phase  were  constructed  in  the  1890's.  There  as  been  no 
significant  investment  in  these  units  over  the  last  25-30  years.  Although 
the  units  have  been  maintained  over  the  years,  their  overall  condition,  due 
to  their  age,  is  such  that  work  is  needed  now  to  correct  deficiencies 
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a.  INtTAkkATIOM  ANO  UOCATIOM 
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4.  rnaitCT  TITLI 


HR/7-92 
PHASE  ZI 


REQUIRPCHT;  (continued) 

and  bring  them  up  to  contenporaxy  standards.  Specific  building 
components,  such  as  the  plumbing,  electrical  and  aiechanical  sys tests, 
have  far  exceeded  their  useful  life. 

CURRENT  SITUATIOM;  These  units  are'  historic  structures  within  the 
U.S.  Naval  Academy  Historic  District.  Some  of  the  units  have  severe 
interior  plaster  and  paint  probleiss.  There  are  extensive. quantities 
of  lead-based  paint  on  the  interiors  and  exteriors  of  the  units. 
Asbestos  materials  axe  in  the  pipe  insulation  and  in  some  of  the  wall 
and  celling  plaster.  Thermal  efficiency  in  the  units  will  be 
upgraded  through  the  replacement  of  existing  windows  with  double- 
glazed  windows  which  are  compatible  with  the  historic  nature  of  the 
units.  The  heating,  plunging,  and  electrical  systems  are  original  to 
the  buildings  and  are  beyond  their  useful  life.  They  are  subject  to 
frequent  failure  or  leaking  and  require  constant,  costly  maintenance. 

IMPACT  IF  WOT  PROVIDED;  Without  a  significant  investstent,  these 
units  will  require  increasing  amounts  of  siaintenance.  Eventually, 
the  systems  will  fail.  Occupants  will  be  exposed  to  materials  that 
contain  asbestos  and  lead.  Life  safety  code  deficiencies  will  not  be 
corrected.  The  long-term  retention  and  preservation  of  these 
historic  structures  will  be  jeopardized.  Deferral  of  required  work 
will  result  in  future  accosplishment  at  higher  costs  «dien  the  work 
can  no  longer  be  postponed. 
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«.  CATEQOav  COOS 

7.  BNOJCCT  NUMSf  a 

711 

HR-8-92 

4.  rnOJtCT  TITLC 

EXTERIOR  REPAIRS  TO  22  UNITS 
PHASE  II 


S.  PNOJf  CT  COST  ISOM) 

$  2,588.3 


•.  COST  tfTIMATES 


item 

— 

urn* 

QUANTITY 

UNIT 

COST 

COST 

ISOOOl 

FAMILY  HOUSING  REPAIRS 

EA 

22 

117.7 

2,588.3 

TOTAL  REQUEST 

2,588.3 

Area  Cost  Factor  «  .96 

This  project  provides  essential  exterior  repairs  to  22  historic 
officer  homes  located  at  the  United  States  Naval  Academy.  The  work 
includes  repairs/replacement  of  slate  and  copper  roofs,  repair  of 
exterior  building  elements  (e.g.,  pointing  of  brick), 
repairs/replacement  of  gutters  and  downspouts,  restoration  and 
repairs  to  exterior  trim  and  porches,  and  abatement  of  lead- 
containing  materials  in  the  unit  exteriors. 


11.  REQUIREMENT; 

PROJECT ;  This  project  will  provide  extensive  exterior  major  repairs 
to  22  historic  officer  units. 

REQUI REMENT ;  This  project  represents  the  second  phase  of  a  planned 
two-year  exterior  restoration  program.  It  will  protect  the 
structural  integrity  of  the  units,  make  them  weather- tight,  and 
preserve  significant  historical  features.  The  units  in  this  phase 
were  constructed  in  the  1890’s.  There  has  been  no  significant 
investment  in  these  units  in  the  last  25-30  years.  Although  the 
units  have  been  maintained  over  the  years,  their  overall  condition, 
due  to  their  age,  is  such  that  work  is  needed  now  to  correct 
deficiencies  and  bring  them  up  to  contenqporary  standards. 
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CURRENT  SITUATI<»;  These  units  are  In  historic  structures  within  the 
U.S.  Naval  Academy  Historic  District.  Extensive  quantities  of  lead- 
based  paint  on  the  porches  is  evident.  Due  to  previous  and  ongoing 
leaks  in  roofing  systems  and  gutters,  there  is  severe  wood  rot  and 
damage  to  wooden  exterior  trim  elements  tdiich  must  now  be  replaced. 
Porches  on  some  of  the  units,  when  constructed,  were  not  wholly 
supported  on  piles  and  are  experiencing  severe  settlement  problems. 

IMPACT  IF  NOT  PROVIDED;  Without  a  significant  investment,  these  units 
will  require  Increasing  amounts  of  maintenance.  Eventually,  the 
systems  will  fail.  Occupants  will  be  exposed  to  materials  that 
contain  asbestos  and  lead.  Failure  to  address  the  roof,  gutter,  and 
downspout  failures  will  lead  to  continued  structural  damage.  The 
long-term  retention  and  preservation  of  these  historic  structures  will 
be  jeopardized.  Deferral  of  required  work  will  result  in  future 
acconplishment  at  higher  costs  when  the  work  can  no  longer  be 
postponed. 
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IMPROVEMENTS 
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4.  rnOJlCT  TiTLf 

WHOLEHOUSE  REVITALIZATION 
CAMP  ALLEN  HOUSING 


7.  fmOMCr  NUMHR 

a.  ANOiCCT  COST  ISOOOl 

HC/R-26-92 

$  4,997.3 

«.  COtT  ISTiMATiS 


FAMILY  HOUSING  IMPROVEMENTS 


FAMILY  HOUSING  REPAIRS 


UNM  I  OUANTITV 


EA  86 


UNIT  COST 

COST  ISOOOl 


EA  86 


EA  86 


TOTAL  REQUEST 


Area  Cost  Factor  *  .86 


This  project  enconpasses  wholehouse  repairs  and  inprovements  to  86 
enlisted  units  located  at  the  Ceuip  Allen  feunily  housing  area.  Work 
includes  replacement  of  kitchen  cabinets,  countertops,  bathroom  vanities, 
sinks,  and  exhaust  vents;  Installation  of  shower  enclosures,  dishwashers, 
range  hoods,  and  ground  fault  interrupter  receptacles;  modification  of 
entranceways ;  replacement  of  all  interior  and  exterior  doors; 
replastering  of  Interior  walls;  replacement  of  all  floor  tiles,  hot  water 
tanks,  plumbing  fixtures,  bathtubs,  showers,  and  washer  hookups;  repairs 
to  the  electrical  system  and  replacement  of  all  switches,  plugs, 
electrical  fixtures,  and  service  panels;  replacement  of  roofs,  windows 
and  air  conditioning  units;  and  provision  of  landscaping,  playgrounds, 
and  additional  parking. 


11.  REQUIREMENT; 

PROJECT ;  This  project  will  provide  wholehouse  repairs  and  inprovements 
to  86  units  located  at  the  Canp  Allen  housing  area  at  PWC  Norfolk.  This 
project  represents  the  first  phase  of  planned  revitalization  of  these 
units . 
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IMPROVEMENTS 


HC/R-26-92 


REQUIREMENT;  These  units  were  built  in  1950.  The  units  are  a  siix  of  one- 
two-,  and  three-bedroom  units  tdilch  are  occupied  by  junior  enlisted 
personnel.  Major  repairs  or  improveamnts  have  not  been  accomplished  on 
these  units  in  the  last  13  years.  This  project  will  correct  all  amjor 
structural,  mechanical,  and  electrical  deficiencies,  will  provide 
aamnities  found  in  siaiilar  Navy-o%med  units,  and  will  extend  the  useful 
life  of  these  units  by  another  25  years. 

CURRENT  SITUATION;  The  shingle  roof  system  is  deteriorating  and  has 
broken  tabs  and  missing  shingles  in  s«tte  areas.  The  exterior  doors  are 
aged  and  damaged.  The  interior  doors  are  undersized  and  replacement 
hardware  is  hard  to  find.  Plaster  is  cracking  and  falling  in  the  units. 
The  aluminum  windows  are  no  longer  air  tight  or  energy  efficient.  The 
floor  tiles  are  deteriorated  beyond  normal  trear.  Storm  doors  are  broken 
and  not  operating  properly.  The  kitchen  cabinets  are  worn  out  and  cannot 
be  economically  repaired.  The  plumbing  syston  is  deteriorated  and  all 
components  require  replaconent.  The  A/C  condensing  units  have  also 
exceeded  their  useful  life.  The  eleccrical  service  panels  are  outdated 
and  are  Inadequate  for  future  wiring  circuits.  The  light  fixtures  are 
aged  and  the  wiring  and  sockets  have  become  brittle.  The  receptacles  and 
std.tches  throughout  the  units  are  trorn  and  have  loose  internal 
connections.  Exterior  improvements  will  improve  living  conditions  in  the 
housing  area. 

IMPACT  IF  WOT  PROVIDED;  Navy  families  viill  continue  to  live  in 
deteriorated  units.  Repair  and  staintenance  costs  will  increase  as  the 
units  further  deteriorate.  Plumbing  and  electrical  systems  are  becoming 
Increasingly  difficult  to  repair  without  siajor  demolition  of  walls  and 
ceilings.  The  occupants  of  these  units  will  not  receive  the  same 
amenities  and  standards  of  living  afforded  to  other  occupants  of  Navy 
family  housing.  As  a  result,  quality  of  life  and  satisfaction  with  the 
Navy  will  suffer. 
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1  COMPONENT 
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3.  DATE 
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3.  INSTAkkATlON  AND  LOCATIOM  4.  ^HCMCCT  TITLE 

MSB  BANGOR,  MA  HHOLEHOUSE  REVITALIZATICNI 


_ 

57  UNITS 

S.  SnOONAM  ELEMENT 

S.  CATBOOev  coos 

7.  snaiECT  mummr 

S.  saOJECT  COST  ISOOOI 

IMPROVEMENTS 

711 

HC/R-4-88 

$  4,071.2 

•.  COST  nriMATIS 


ITEM 

tMM 

QUANTITY 

UNIT 

cmT 

COST 

(SOOOl 

FAMILY  HOUSING  IMPROVEMENTS 

EA 

57 

31.9 

CONCURRENT  REPAIRS  AND  MAINTENANCE 

EA 

57 

39.6 

EA 

57 

71.5 

4,071.2 

TOTAL  REQUEST 

4,071.2 

Area  Cost  Factor  -  1.17 

This  project  enconpasses  vrholehouae  repairs  and  improvements  to  57 
enlisted  and  officer  units.  Work  includes  redesign  of  kitchen  to  add 
cabinet  space  and  new  cabinets;  modification  of  dy?: functional  floor 
plans;  addition  of  master  bathrooms  vdiere  none  exist;  provision  of  wall 
and  ceiling  insulation;  installation  of  carpets;  addition/modification 
of  lighting;  modification  of  carports  to  provide  garages;  installation 
of  underground  sprinkling  systems  in  conmon  areas; 
insulation/ finishing  and  provision  of  doors  to  storage  areas; 
enlargement  of  back  patios;  relocation  of  poorly  positioned  hose  bibs; 
inprovement  of  landscaping;  relocation  of  utilities  underground; 
addition/ reconfiguration  of  sidewalks;  redesign  of  the  roof  lines, 
replacement  of  roofs,  and  correction  of  roof  leaks;  replacement  of  all 
bathroom  fixtures,  sinks,  toilets,  cabinets,  and  shower/tub  doors; 
provision  of  laundry  rooms;  repairs  to  plumbing  systems;  replacement  of 
flooring,  windows,  doors,  and  baseboard  heating;  and 
repairs/replacement  of  exterior  siding  and  fencing. 


11.  REQUIREMENT! 

PROJECT :  This  project  will  provide  wholehouse  repairs  and  inprovements 
to  40  enlisted  and  17  officer  family  housing  units  at  Naval  Submarine 
Base,  Bangor. 

REQUIREMENT ;  These  30  to  50  year  old  units  have  deteriorated  and  do 
not  provide  eunenities,  functionality,  or  space  which  is  consistent  with 
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4.  TROjacr  TITUI 
IMPROVIMENTS 


I.  PROJCCT  NUMUR 

HC/R-4-88 


RBQUIREMENT;  (continued) 

current  standards  of  living  in  other  fasiily  housing  units  in  the 
inventory.  As  there  are  8  different  floor  plans  and  4  different  sites  on 
SUBASE  Included  in  this  project,  the  degree  of  work  in  the  units  varies 
according  to  site  and  floor  plan.  Hith  the  accompli shsient  of  this 
project,  deficiencies  will  be  corrected,  units  will  be  siodemized,  and  the 
overall  useful  life  of  these  units  will  be  extended. 


CURRENT  SITUATiroi;  Existing  floor  plans  are  dysfunctional.  40  of  the  3 
and  4  bedroran  units  do  not  have  master  bathrooms  and  are  240  to  300  square 
feet  smaller  than  other  three  and  four  bedroom  enlisted  units  on  SUBASE 
which  causes  the  living  space  and  bathrooms  to  be  too  small  for  the  use  of 
a  family  of  four  to  seven  people.  Kitchens  are  small  and  require 
reconfiguration  to  provide  a  more  functional  work  space  and  an  eating 
area.  Occupants  complain  there  are  not  enough  cabinets  in  the  kitchen. 

The  only  available  eating  area  in  the  40  enlisted  units  is  right  off  the 
living  room.  There  is  no  family  room.  Insulation  is  needed  for  energy 
conservation  and  sound  attenuation.  The  design  of  roofs  encourages 
leaking  into  the  units  with  resultant  water  damage  to  interior  walls, 
cabinets,  and  floors.  Roofing  and  gutters  must  be  replaced  and  proper 
ventilation  provided  along  with  insulation  being  added  the  same  time  in 
the  attic.  Tile  tub  surrounds  have  deteriorated  due  to  water  seepage  into 
the  tiood  framing  behind  the  tiles.  Poor  ventilation  in  the  bathrooms 
coupled  with  the  leaks  from  the  poorly  designed  roofs  cause  constant 
condensation,  mold  and  rot.  The  windows  and  walls  around  the  kitchen, 
laundry  areas,  and  bathrooms  are  moist  all  the  time  and  require  constant 
cleaning  to  avoid  structural  damage  or  staining.  Occupants  often  leave 
towels  on  the  window  sills  in  bedrooms  to  catch  the  condensation  before  it 
drips  down  onto  the  floor.  Where  occupants  don't  take  this  measure,  the 
trim  around  the  windows,  floor  base  trim,  and  floor  tiles  all  exceed  their 
useful  life.  Many  of  the  units  are  presently  experiencing  plumbing 
problems  where  the  concrete  slab  snist  be  hasmered  out  to  get  at  broken 
pipe  connections  for  repair.  These  locations  where  plumbing  repairs  are 
needed  along  with  the  existence  of  rotten,  tom,  chipped  and  cracked  vinyl 
tile  and  modification  of  the  floor  plans  will  necessitate  a  complete 
overlay  of  the  downstairs  with  new  vinyl  tile  and  sheet  vinyl  in  the 
kitchen.  Hardwood  floors  in  ttio  of  the  units  are  too  thin  to  sand  and 
refinish  again  and,  therefore,  require  replacement.  Laundry  areas  are 
open  to  the  kitchen  in  some  units.  Electric  baseboard  heating  units  are 
beyond  useful  and  maintainable  life  and  require  replacement.  Replacement 
of  all  doors  and  trim  and  addition  of  new  sliding  glass  doors  is 
necessary.  The  siding  on  a  number  of  the  units  is  covered  with  a 
conpletely  useless  paint  system  which  will  continue  to  peel  until  it  is 
properly  removed  and  painted  correctly,  or  the  siding  is  replaced.  All 
exterior  fencing  requires  replacement  and  some  extension  in  the  design. 
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CURRENT  SITUATION  (continued) 

There  is  a  leek  of  adequate  or  appropriately  located  sidewalks.  This 
creates  a  safety  hazard  for  children.  Storage  doors  are  unsightly  and 
falling  apart.  Poorly  located  dryer  vent-out  and  hose  bibs  cause 
BMlntenance  problems. 

IMPACT  IF  NOT  PROVIDED;  The  condition  of  the  units  will  continue  to 
deteriorate.  The  plumbing,  roofing,  and  siding  problems  In  these  units 
alone  are  presently  to  the  point  tihere  major  repair  Is  necessary  within 
the  next  few  years  to  preserve  this  very  necessary  block  of  Inventory. 
The  enlisted  units  will  continue  to  be  the  least  desirable  of  all  units 
assigned.  Quality  of  life,  and  morale  of  the  military  stod^ers  and  their 
fasillles  will  continue  to  deteriorate  when  they  know  their  standard  of 
living  Is  visibly  poorer  than  that  of  their  counterparts. 


'  1  DSC  74 
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3.  DATE 

3.  installation  and  location 

NSY  PUGET  SOUND,  HA 

a.  rnoMCT  title 

mOLEHOUSE  REVITALIZATION, 

*7  UNITS 

•.  PNOOMAM  IlIMINT  I*.  CATIOORV  COM  1 7.  AROJtCT  NUMMN  t.  PMOJtCT  COST  ISOOOi 


IMPROVEMENTS 


HC/R-2/3-90 


$  3,729.5 


«.  COST  nriMAm 


FAMILY  HOUSING  IMPROVEMENTS 


C(»(CURRENT  REPAIRS  AND  MAINTENANCE 


U/M  I  OUANTITV 


EA  47 


EA  47 


UNIT  COST 

COST  ISOOOl 


EA  47 


78.7  p,729.5 


TOTAL  REQUEST 


,729.5 


Area  Cost  Factor  «  1.17 


This  project  provides  wholehouse  repairs  and  isf>roveinents  to  43  Puget 
Sound  Naval  Shipyard  units  and  4  Naval  Fuel  Depot  Manchester  units  as 
well  as  associated  carports  and  garages  and  other  real  property.  Work 
Includes  reconfiguration  of  kitchens;  relocation  of  utility  rooms  from 
basements  or  back  porches;  installation  of  additional  GFI  and  grounded 
electrical  outlets;  addition/modification  of  entry  and  bedroom  closets; 
installation  of  storage  closets  in  the  wall  of  the  bathroom;  addition 
of  a  vapor  barrier  for  the  walls;  installation  of  vacuum  breakers  and 
freeze  protection  on  hose  bibs;  addition  of  a  half  bath  on  the  first 
floor;  resurfacing  or  replacement  of  wood,  tile,  and  sheet  vinyl 
flooring,  replacement  of  bathroom  fixtures,  repair  of  plaster  ceiling, 
walls,  and  millwork;  replacement  of  inadequate  electrical  service  to 
the  units,  and  plumbing  (hot  and  cold  water  supply  lines);  repairs  to 
boilers,  wall  heaters,  and  circulation  pumps;  installation  of  bath 
exhaust  fans;  repairs  to  foundations,  siding,  windows,  wall  and  floor 
tile,  concrete  lintels,  brick  walls  and  chimneys;  interior  and  exterior 
painting;  provision  of  additional  off-street  parking  and  storm 
drainage;  replacement  of  carports;  repairs  to  sidewalks  damaged  by  tree 
roots;  and  repairs  to  sewer  lines. 
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7NCVIOUS  fOITIONS  MAT  SI  USCO  INTSMNALLV 
UNTIL  tXMAUSTEO 


1.  COM^ONtMT 


a.  OATt 


FY  19.S;UM1L1TARY  CONSTRUCTION  PROJECT  DATA 

jnao _ L_ _ _ _ 

3.  lli«TAt.t.ATIOM  ANO  kOCATIOM 
NSY  PUGET  SOUND,  NA 


A.  PROJtCT  TITkC 
IMPROVEMENTS 


t.  ^nojfCT  NUMun 

HC/R-2/3-90 


PROJECT;  This  project  will  provide  tdiolehouse  repairs  and  inprovements  to 
43  Puget  Sound  Naval  Shipyard  units  and  4  Naval  Fuel  Depot  Manchester 
units.  42  of  the  47  units  are  officially  listed  on  the  National  Register 
of  Historic  Places. 


REQUIREMENT;  Considering  their  age,  these  historic  units  are  generally  in 
very  good  structural  condition.  The  repairs  required  are  due  to  nomal 
wear  and  tear  for  houses  in  the  SO  to  100  year  old  range.  The 
Ixaprovweents  are  necessary  both  for.  health/safety  reasons  as  tiell  as  to 
provide  more  functional  floor  plans  for  today's  life  style  %fhile  retaining 
the  historic  significance.  It  is  prudent  to  accosq^lish  the  kitchen  and 
bath  alterations  at  the  sane  tine  as  the  required  replacenent  of  the 
plunblng. 


CURRENT  SITUATICNI;  Kitchens  are  Inconveniently  arranged  and  lack  both 
Abilities  and  cabinet  space.  Kitchens  nust  be  completely  redesigned  for 
contenporary  traffic  patterns  and  living  conditions.  This  redesign  is  in 
combination  with  new  half  baths,  entry  closets,  and  back  porch  reandellng. 
Utility  roons  are  poorly  located  in  either  the  basesnnt  or  in  the  entry  at 
the  porch  to  the  isain  floor.  Storage  space  in  the  closets  is  lacking  and 
some  of  the  closets  need  to  be  extended  or  rearranged.  Entry  closets  need 
to  be  added  to  several  xmits  *rt;ere  no  closets  exist.  Needed  storage  space 
in  the  bathroons  can  be  provided  tdille  maintaining  historic  standards  by 
building  storage  cabinets  into  the  wall  near  the  pedestal  style  sinks. 
Carports  and  garages  are  deteriorated  and  vary  in  sire.  The  galvanized 
steel  plumbing  is  very  corroded  and  well  beyond  its  useful  life.  The  rust 
and  debris  is  evident  tdxen  the  water  is  turned  on  and  the  water  pressure 
is  poor  in  several  of  the  luilts  tdiere  the  pipes  are  severely  obstructed. 
The  hot  and  cold  water  supply  lines  need  to  be  replaced.  Hose  bibs  need 
vacuum  breakers  to  prevent  potential  contasiination  of  potable  water  and 
freeze  protectors  to  keep  pipes  from  bursting  in  the  winter.  Some 
hardwood  floors  need  to  be  refinished,  while  others  are  too  thin  or 
damaged  and  need  to  be  replaced.  The  paint  buildup  on  the  trim,  doors  and 
cabinets  needs  to  be  removed  and  the  surfaces  repaired  and  repainted. 

The  exterior  paint  is  severely  blistering  and  peeling  on  the  buildings. 
Several  layers  of  lead  based  paint  will  be  required  to  be  stripped,  and  a 
vapor  barrier  applied  to  the  inside  walls,  before  the  new  paint  will 
adhere  properly.  Many  double  hung  wood  ifindows  are  stuck,  painted  shut, 
have  defective  counter  weights,  or  have  cracked  glazing.  Neather- 
s^fipping  and  hardware  are  missing  from  casement  windows.  Vinyl  asbestos 
tile,  vinyl  coiq>oslte  tile,  and  sheet  vinyl  flooring  is  old  and  worn. 
Ceramic  wall  and  floor  tile  is  cracked  and  grouting  is  stained  or 
decomposing. 
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FY  19JLi«iLITARY  CONSTRUCTION  PROJECT  DATA 


3.  INSTAkUATION  ANO  LOCATION 
NSY  PUGET  SOUND, NA 


4.  THOJCCT  TITLI 
IMPROVEMENTS 


f.  rnOJfCT  NUMU  H 

HC/R-2/3-90 


CURRENT  SITUATION;  (continued) 

Malfunctioning  HVAC  equipment  should  be  repaired  or  replaced.  Bathroom 
fans  should  be  replaced  to  provide  adequate  ventilation.  A  few  units  have 
hazardous  conditions  which  must  be  corrected,  including  electrical  service 
panels  which  do  not  meet  code,  missing  GFI  and  grounded  receptacles,  and 
missing  running  strips. 

IMPACT  IF  NOT  PROVIDED;  These  repairs  and  improvements  are  absolutely 
essential  to  be  able  to  effectively  assign  and  utilize  these  prestigious 
houses  in  the  future.  Water  pressure  and  cleanliness  are  already  marginal 
because  of  the  corroded  potable  water  supply  pipes.  Health  and  safety 
considerations  require  removal  of  peeling  lead  based  paint  (inside  and 
out),  and  electrical  upgrades.  Without  this  wor)c  being  accomplished,  O&M 
costs  will  continue  to  increase  until  these  historic  units  ultimately 
become  uninhabitable. 
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1  eOM^ONINT  05  2.  OATt 

navy  FY  19 _ MILITARY  CONSTRUCTION  PROJECT  DATA 


IMPROVEMENTS 


kOCATiOM 


s.  CATtaonv  coot 

1.  AMOJICT  NUMMH 

711 

HC/R-81-84 

S!Si85JsT2’^felviTALI  ZATION 
VAL  HOSPITAL 


$  490.0 


•.  eOSTISTIMATn 


U/M  I  OUANTITV 


FAMILY  HOUSING  IMPROVEMENTS 


CONCURRENT  REPAIRS  AND  MAINTENANCE 


TOTAL  REQUEST 


Area  Cost  Factor  »  2.24 


UNIT 

COST 

COST 

(SOOOl 

32.5 

130.0 

90.0 

360.0 

22.5 

490.0 

490.0 

This  project  proposes  repairs  and  improve  4  enlisted  Family  Housing  units  at 
Naval  Hospital.  Work  includes  replacement  of  incandescent  lights,  vinyl  flooi 
tiles,  gypsum  board  wall  and  ceiling,  kitchen  cabinets,  exterior  and  Interior 
doors,  garbage  disposals,  bathroom  fixtures,  air  handling  units  including 
supply  and  exhaust  system,  water  heaters,  lavatories,  tubs,  electrical 
receptacles,  switches  and  panel  boards;  rewiring  of  electrical  circuits; 
treatment  for  termites;  construction  of  trash  enclosures  and  covered  patios; 
and  installation  of  dishwashers,  heat  reclaim  units  and  solar  window  film. 


11.  REQUIREMENT; 

PROJECT ;  Provide  repairs  and  in^rovement  to  4  enlisted  family  housing  units. 

REQUIREMENT;  This  project  is  required  to  bring  the  family  housing  units  to 
commonly  accepted  American  standards  of  comfort  and  convenience  and  to  restore 
the  aesthetic  and  functional  use  of  the  housing  units  to  enhance  morale  and 
family  stability  of  military  occupants. 
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FY  19i!_MILITARY  CONSTRUCTION  PROJECT  DATA 


a.  INtTALLATIOM  AMO  LOCATION 
PHC  GUAM,  MX 


4.  l•noJ■eT  TiTki 
IMPROVEMENTS 


f.  rnOJtCT  NUMOtN 

HC/R-81-84 


CURRENT  SITUATION;  The  existing  17  year  old  Family  Housing  units  are  in  poor 
condition  due  to  the  elements.  The  interior  architectural  finishes  are 
daisaged  due  to  normal  wear  and  tear.  The  plumbing  fixtures  are  pitted  and 
the  electrical  system  is  malfunctioning  fr«B  rust.  These  4  housing  units  are 
not  presently  fitted  with  heat  reclaim  units  to  augment  the  domestic  hot 
water  heating,  or  energy  efficient  light  fixtures  or  solar  window  film. 

IMPACT  IF  NOT  PROVIDED;  Failure  to  provide  repairs  and  improvements  will 
have  an  adverse  effect  on  the  morale  and  retention  of  highly  trained  and 
skilled  personnel.  Continued  occupancy  of  these  dwellings  in  their  present 
state  of  disrepair  will  accelerate  their  deterioration,  service  calls  and 
management  problems  will  increase  and  occupant  relations  will  suffer.  If 
left  uncorrected,  deterioration  will  become  critical. 
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THSVIOUS  COITIONS  MAT  SC  USCO  INTSaNALLV 
UNTIL  SXMAUSTSO 


FY  193^  MILITARY  CONSTRUCTION  PROJECT  DATA 


2.  OATi 


a.  INSTAkLATION  AND  LOCATION 

NAVAL  STATI(»i 
ROTA,  SPAIN 


S.  CATfOonv  coot 

7.  SNOJCCT  NUMUa 

711 

HC/R/R-4-88 

4.  AHOJf  CT  TiTkf 

WHOLE-HOUSE  REVITALIEATICHI, 
USA  UNITS  (PHASE  II) 


a.  ANOJCCT  COST  tSOOO) 
$  10,579.9 


«.  eOlT  ISTIMATtS 


FAMILY  HOUSING  IMPROVEMENTS 


CONCURRENT  REPAIRS  AND  MAINTENANCE 


TOTAL  REQUEST 


Area  Coat  Factor  ■  1.10 


UNIT  COST 

COST 


30.6  4,657.4 

40.0  5,922.5 


70.6  10,579.9 

10,579.9 


The  project  provides  for  con^irehensive  iB?>rovements  and  repairs  to  152 
enlisted  and  officer  USA  family  housing  units.  The  wor)c  includes 
installation  of  ceiling  fans,  Jcitchen  exhaust  fans,  GFI  receptacles,  and 
central  air  conditioning;  relocation  of  storage  sheds;  construction  of 
carports  and  entrance  ways;  replacement  of  roofs,  downspouts,  soffitts, 
hot  water  heaters,  interior  doors,  frames  and  hardware,  electrical 
wiring,  light  fixtures,  switch  covers,  bathroom  fixtures,  plumbing  and 
tile;  replacement  of  all  floor  covering  and  repairs  to  wooden  floor 
structural  support;  landscaping  of  parking  lots  and  common  areas; 
construction  of  additional  playgrounds,  walkways,  secondary  roads,  and 
alleys;  replacement  of  fencing,  damaged  basketball  courts,  sidewalks  and 
roads;  regrading  and  covering  of  ditches;  and  underground  burial  of 
phone  and  power  lines  and  cut-off  valves. 


REQUIREMENT; 

PROJECT;  This  project  will  provide  all  necessary  wholehouse/site 
repairs  and  improvements  to  152  USA  family  housing  units  at  Rota,  Spain. 
This  project  is  the  second  and  final  phase  to  con^letely  revitalize  the 
USA  Homes. 

REQUIREMENT;  The  USA  housing  units  were  built  in  1966.  Major 
ingirovements  have  not  been  accomplished  on  these  units.  This  project 
will  correct  all  major  structural,  mechanical,  and  electrical 
deficiencies. 
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1.  eOMSONiNT 

NAVY 

FY  19 _ MILITARY  CONSTRUCTION  PROJECT  DATA 

3.  OATI 

3.  INtTALkATION  AND  LOCATION 

NAVAL  STATICW 

ROTA,  SPAIN 

|4.  SnOJiCT  TITLI 

B.  SnOJtCT  NUMSSR 

1  IMPROVEMENTS 

HC/R/R-4-88 

REQUIREMEHT:  (continued) 


bring  the  units  up  to  new  construction  standards,  and  extend  the  useful 
life  by  another  25  years.  This  project  will  also  provide  quarters  that  are 
fully  adequate,  cooparable  to  other  local  housing  in  the  area,  and  fully 
energy  efficient. 

CURRENT  SITUATICW;  The  %ior)c  includes '  replacement  of  the  deteriorated 
lealcing  roofs,  doimspouts,  gutters  and  soffits  as  well  as  the  hot  water 
heaters  which  are  at  the  end  of  their  normal  usable  life.  Interior  doors, 
f reuses,  and  hardware  are  old,  do  not  worlc  properly  and  require  replacement. 
Aged  and  worn  electrical  wiring,  fixtures,  and  switch  covers  present  a 
shock  and  safety  hazard  as  tiell  as  result  in  unreliable  service.  Bathroran 
fixtures,  plusiblng  and  tile  require  replacement  due  to  age  and 
deterioration.  Wooden  floor  structural  supports  are  deteriorated  because 
of  settlement  and  moisture  problems.  Relocating  storage  sheds  away  from 
the  patio.  The  units  do  not  have  carports,  enclosed  entrance  ways  or  air 
conditioning.  Playgrounds  will  be  constructed.  Site  repairs  includes 
replacing  all  deteriorated  damaged  fencing  with  wood  fences  and  repairing 
damaged  basketball  courts,  sidewalks  and  roads.  Ditches  will  be  regraded 
and  covered. 

IMPACT  IF  NOT  PROVIDED:  Repair  and  maintenance  costs  are  increasing  as  the 
deterioration  of  various  building  c<»iq;>onents  increase.  Plumbing  and 
electrical  systems  are  becoming  increasing  difficult  to  repair  without 
major  demolition  of  walls  and  ceilings.  Oc  ;.'pant  attitudes  will  become 
increasingly  more  negative  as  the  deterioration  continues.  Delay  in 
project  acconq>lishment  only  increases  the  maintenance/repair  costs. 
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n  1995  Prograa  $0 
Py  1994  Prograa  $0 


PiurpQip  ind  acopp 

Thla  pregraa  pamlta  tha  Mavy  to  antar  into  agraaaMnta  to  guarantao 
to  97  pareant  oeev^aney  of  houaing  imita  eonatruetad  or  to  ba  rohabilitatod 
to  raaidantial  uaa  by  a  privata  davalopar  or  by  a  Stata  or  local 
govamatant. 


PraggiM  iliwMtry 

Congraaa  providad  authoriaation  in  FT  1992  to  proeaad  with  Paction  902 
pro j acta  at  tbraa  locationat 

Location  Pnita 


Oahu.  Hawaii  3C8 
Oraat  X<akoa,  Zllinoia  150 
Chaltanhaai,  Maryland  2Ai 

Total  802 


233 


DEPARTMENT  OF  THE  NAVY 
FAMILY  HOUSING  -  FY  1995  BUDGET  ESTIMATE 
ADVANCE  PLANNING  AND  DESICM 


(In  Thousands) 

FY  1995  Program  $24,681 
FY  1994  Program  $22,924 


Purpose  and  Scopa 

This  program  provides  for  tiorklng  drawings,  specifications  and 
estimates,  project  planning  reports,  and  final  design  drawings  for 
construction  projects  (authorized  or  not  yet  authorized)  and  the 
development  of  C<HQ>rehensive  Neighborhood  Plans  for  the  revitalization  of 
family  housing.  This  Includes  the  use  of  architectural  and  engineering 
services  In  connection  with  any  family  housing  new  construction  or 
construction  Improvements. 


Program  Sunmary 


The  amount  requested  will  enable  full  execution  of  the  construction 
program.  Authorization  Is  requested  for  appropriation  of  $24,681,000  to 
fund  new  construction,  litqprovements  and  major  repair  design  requirements. 
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I  coMTONtNT  i9_95|||litaRY  construction  PROJECT  DATA 

NAVY  _ _ 


3.  IMSTAkkATlON  ANO  LOCATlOM 

NAVAL  AND  MARINE  CORPS  INSTALLATIONS, 
VARLOCS  INSIDE  AND  OUTSIDE  UNITED  STATES 


A.  PNOMCT  TITLI 

FAMILY  HOUSING  ADVANCE  PLANNING 
AND  DESIGN 


VARIES 


B.  CATIOOnv  COM 

7.  rnoMCT  nummr 

VARIES 

VARIES 

t.  eOCTISTMATn 


$24,681 


urn  OOAHTITV 


ADVANCE  PLANNING  AND  DESIGN 


NEW  CONSTRUCTION 


IMPROVEMENTS 


(4,762) 

(19,919) 


TOTAL  REQUEST 


24,681 


10.  OCSCNIFTION 

10  use  authorizes  funding  for  architectural  and  engineering  services  and 
construction  design  of  military  family  housing  new  construction  and 
construction  improvement  projects.  Funds  are  required  for  continuation  of 
a  worldwide  asbestos  and  lead  screening  effort  and  the  development  of 
Comprehensive  Neighborhood  Plans  for  Navy  family  housing. 


11.  REQUIREMENT;  VARIES 

All  project  estimates  are  based  on  sound  engineering  and  the  best  cost  data 
available.  Design  is  initiated  to  establish  project  estimates  in  advance 
of  program  submittal  to  the  Congress.  At  the  preliminary  design,  final 
plans  and  specifications  are  then  prepared.  The  request  does  not  include 
costs  for  architectural  and  engineering  services,  turn)(ey  evaluation  and 
construction  design.  The  presence  of  asbestos  and  lead  (e.g.  lead-based 
paint)  is  a  major  problem  in  Navy  family  housing.  In  Fiscal  Year  1993,  the 
Navy  will  embar)c  on  a  worldwide  effort  to  inspect,  screen,  and  test  family 
housing  for  asbestos  and  lead  contamination.  The  Navy  will  also  initiate 
the  development  of  Conprehenslva  Neighborhood  Plans.  The  purpose  of  these 
plans  is  to  integrate  themat  approaches,  such  as  overall  base  appearance 
and  compatibility  with  the  ^wrrounding  community  into  the  revitalization 
program  and  will  provide  a  basis  for  project  phasing. 

IMPACT  IF  NOT  PROVIDED;  Project  execution  schedules  for  Fiscal  Years  1995, 
1996  and  1997  will  not  be  met.  Planning  and  Programming  will  suffer  and 
continue  on  an  ad  hoc  basis.  This  will  result  in  costly  change  orders  and 
differences  in  architectural  themes  and  amenities  in  the  same  neighborhood. 
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n  1995  rrogxaa  $757,308 
IT  1994  Prograa  $674,085 

Purpo—  and  8eop» 

a.  Oparation .  This  portion  of  the  progriun  provides  for  expenses  in  the 
following  sub-accounts: 

wawq— ant.  Includes  direct  and  indirect  expenses  Incident  to  the 
administration  of  the  family  housing  program  such  as  housing  office  personnel 
and  operations,  administrative  support,  training,  travel,  programming  and 
studies,  and  comnunlty  liaison.  All  housing  referral  costs  are  also  included, 
although  the  housing  referral  program  assists  personnel  in  locating  housing  in 
the  private  community,  and  is  not  related  to  the  operation  or  management  of 
military  family  housing  \inlts. 

Servlees.  Includes  direct  and  indirect  expenses  incident  to  providing 
basic  support  services  such  as  refuse  collection  and  disposal,  fire  and  police 
protection,  pest  control,  custodial  services  for  common  areas,  snow  removal  and 
street  cleaning. 

Toxfiishlnqs .  Includes  the  procurement  for  initial  issue  or  replacement 
of  household  equipment  (primarily  stoves  and  refrigerators)  and,  In  limited 
circumstances,  furniture;  the  control,  moving  and  handling  of  furnishings 
inventories;  and  the  maintenance  and  repair  of  such  items. 

Misoellaneous .  Includes  woric  or  services  performed  for  the  benefit  of 
family  housing  occupants,  including  mobile  home  hook-ups  and  disconnections,  for 
which  reimbursement  will  be  received;  payments  to  the  U.  S.  Coast  Guard  for  Navy 
occupancy  of  Coast  Guard  housing;  and  United  Kingdom  accommodation  charges. 

b.  Utilities .  Includes  all  utility  services  provided  to  family  housing, 
such  as  electricity,  gas,  fuel  oil,  water  and  sewage.  Excludes  telephone 
services. 

c.  Maintenance .  This  portion  of  the  program  supp»>rts  the  upkeep  of  family 
housing  real  property,  as  follows: 

Maintenanoe/Repair  of  Dwelling.  Includes  service  calls,  change  of 
occupancy  rehabilitation,  routine  maintenance,  preventative  maintenance, 
interior  and  exterior  painting,  and  major  repairs. 

Other  Real  Property.  Includes  maintenance,  repair  and  replacement  of 
electrical,  gas,  water,  sewage  and  other  utility  distribution  systems  located 
within  family  housing  areas,  and  the  portion  of  activity  utility  rates 
attributable  to  distribution  system  maintenance  when  separately  identified. 

Also  includes  maintenance  and  repair  of  any  other  family  housing  real  property, 
such  as  grounds,  surfaced  areas  and  family  housing  community  facilities. 
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Alt>r«tion>  and  Additiona.  Includes  minor  Incidental  iiif>rovefflents  to 
dwellings  or  other  real  property  performed  under  the  authority  of  10  USC  2805. 
Larger  scope  or  higher  dollar  value  items  are  funded  in  the  construction 
program. 

Program  »q—ary 

Authorization  is  requested  for  an  appropriation  of  $739,178,000.  This 
amount,  together  with  estimated  reimbursements  of  $18,130,000  will  fund  the 
Fiscal  Year  1995  program  of  $757,308,000. 

A  susnary  of  the  funding  program  for  Fiscal  Year  1995  follows  (in  thousands) : 


Appropriation  Request 


Operations 

Otilities  Maintenance 

Total 

Reiatourse- 

Bwnts 

Total 

Program 

Navy 

Maxine  Cezps 

$147,144 
$  21.92C 

150,643 

36,202 

342,992 

40,271 

640,779 

98.399 

15,130 

3.000 

655,909 

101.399 

Total  DON 

$169,070 

186,845 

383,263 

739,178 

18,130 

757,308 

JOSTIFICATIOB; 

The  Department  of  Navy  family  housing  budget  requests  the  minimum  essential 
resources  needed  to  provide  military  families  with  adequate  housing  either 
through  the  private  community  or  in  government  quarters.  Navy  and  Marine  Corps 
Installations  are  generally  located  in  the  high  cost,  coastal  areas. 

Accordingly,  the  over  inflated  cost  of  adequate  housing  in  these  areas  causes 
many  of  our  military  feunilles  to  reside  in  facilities  that  lack  even  the  minimal 
amenities  expected  in  a  home.  Therefore,  increased  eng>hasis  is  being  placed  on 
the  proper  funding  of  the  family  housing  Operations  and  Maintenance  program. 


The  Fiscal  Year  1995  estimated  program  was  formulated  utilizing  the  Office  of 
Management  and  Budget's  published  inflationary  factors  and  foreign  currency 
exchange  rates. 
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Units  and  Costs) 


A.  WorldoadData 


1.  mvantory  Data 
Avsraoa  kMoniory  for  Year 
Oail  Fundi 


a.  Conterminous  U.S. 


b.  U.S.  Ouarseas 


d.  Worldwide 


B.  Funding  Requirement 


1.  Operations 


a.M 


b.  Services 


c.  FumishI 


d.  Miscellaneous 


Subtotal  -  Operations 


Z  Utilities 


3.  Maintenance 


a.  Maintectance  A  Repair  of 


OB>ARnyOfT  OF  THE  NAVY 
FAMtt.Y  HOUSINQ  -  FY 1SS5  BUDGET  ESTIMATE 
OPBMTION  AM)  MAWTENANCE 
NAVY  AND  MARINE  CORPS 


FY1993 

Actual 


FY1993 


Actual 


Total  Unit 


Cost 


FY1994 


Enacted 


Total  lUnlt 


Cost 


FY1995 


Estimate 


ITotal  lUnit 


Cost 


75^ 


807 


144.612 


183.559 


812  79.569 


477  45.539 


257 


1.133 


1.554  163.145 


860  *^.827 


492  50.793 


399 


12  1J217 


1.763  1  169,070 


1.973  1  192.760  1  2.083  186.845 


Dwellings 

233.570 

2.511 

243.517 

2.631 

330.247 

3.590 

b.  Maintenance  A  Repair  of 

Other  Real  Property 

14.491 

156 

21.367 

231 

n 
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c.  Alterations  and  Additions 

271 

37.870 

409 

329 

Subtotal  -  Maintenance 

273.291 

2.937 

302,754 

3.271 

383.263 

4,166 

4.  Total.  0AM  Expenses  (TOA) 

601.462 

3,364 

658,659 

7.117 

739.178 

8.035 

5.  Appropriation 

601.462 

6,465 

658.659 

7.117 

739.178 

8.035 

A  Reimbursements 

12.265 

132 

15.426 

167 

18.130 

197 

7.  Total  Program 

613.727 

6.597 

674.085 

7.283 

757.308 

8,232 
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LMMd  Units  and  Costs! 


A.  WOrUoadData 


1.  mwantoryOata 
Avaraga  Inwsntory  for  Yaar 
uirtno  OMI  Funding 


a.  Contarmlnous  U.S. 


b.  U.S.  Owseas 


c.For 


d.  Wortdwida 


B.  Funding  Raquirament 


1.  Operations 


a.  Management 


b.  Services 


c.  Furnishings 


d.  Miscellaneous 


Subtotal  -  Operations 


z  utnnies 


3.  Maintenance 


a.  Maintenance  &  Repair  of 
Dwellin 


b.  Maintenance  &  Repair  of 
Other  Real  Property 


c.  Alterations  and  Additions 


Subtotal  -  Maintenance 


DEPARTMENT  OF  THE  NAVY 
FAMILY  HOUSING  -  FY  1935  BUDGET  ESTMATE 
OPERATION  AND  MAINTENANCE 
NAVY 


FY1993 

Actual 


FY1993 


ual 


Total  Unit 


FY199S 


Enacted 


Total  Unit 


FY199S 


Estimate 


ITotal  Unit 


Cost 
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udM  LMS0d  Units  and  Costs) 


A.  Workload  Ms 


1.  kwsntoryMs 
Avorags  Inwntory  lor  Ysar 
ouyi  F 


a.  Contarmlnous  U.8. 


b.  U.Sw  Ovaraeas 


B.  Funding  Raqulramant 


1.  Oparations 


a.M 


b.  Services 


c.  Fumishl 


d.  Miaceiianeous 


Subtotal  •  Operations 


2.  Utilities 


3.  Maintenance 


a.  Maintenance  &  Repair  of 
Dweiiln 


b.  Maintenance  &  Repair  of 
Other  Real  Property 


c.  Alterations  and  Additions 


Subtotal  >  Maintenance 


4.  Total.  O&M  Expenses  (TOA) 


5.  Appropriation 


6.  Reimbursements 


7.  Total  Program _ 


[)B>ARTMENT  OF  THE  NAVY 
FAMILY  HOUSmO  -  FY 1996  BUDGET  ESTIMATE 
OPERATION  AND  MAWreiANCE 
MARBC  CORPS 


FY1993 


Actual 


Total  Unit 


Cost 


FY1994 


Enacted 


Total  Unit 


Cost 


435  10.518 


399  9.078 


100 1  2.011 


FY1995 


Estimate 


Total  Unit 


1(8000)  ICost 


1.542  36.254 


454  I  10.455 


9.356 


87 1  2.115 


21. 


1.565  36.202 


36284 


910 


36224 


.127 


27 


2200 


95.627 


40 

960 

14 

456 

1297 

37200 

1.652 

95.361 

4.073 

95.361 

109 

2200 

4.182 

97,861 

41  1.660 


527 


1.619  40,271 


4.116  98  399 


4,116 


106 


4224  101.399 
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DEPARTMENT  OF  THE  MAVY 
FAMILY  HOUSING  -  1995  BUDGET  ESTIMATE 

JBSTiriSMIOIt 

urn. 

OPPATIMO  romSKS 


- FY  1995 

$141,537,000  $147,144,000 

The  FY  1995  estimated  program  represents  the  Navy  Family  Housing  requirements 
using  Office  of  Management  and  Budget  inflation  factors  and  foreign  currency 
exchange  ranges.  Reconciliation  of  estimates  is  provided  for  each  program 
element  as  follows: 


FY  1994  FY  1995 

$69,051,000  $72,372,000 


Reconciliation  of  Increases  and  Decreases 


1. 

FY  1994  President's  Budget  Request  Amended 

(SM) 

77.3 

2. 

FY  1994  ^propriated  Amount 

77.3 

3. 

Program  Decrease 

-8.2 

4. 

a.  Management  Initiative 

FY  1994  Current  Estimate 

(-8.2) 

69.1 

5, 

Price  Growth 

3.3 

6. 

a.  Inflation 

FY  1995  President's  Budget  Request 

(3.3) 

72.4 

RATIOWALK  FOR  CHMiglS  IN  THE  MAMAQIMIIIT  ACCOUNT.  Funding  adjustments  are 
proposed  in  the  Family  Housing  Management  Account  for  defense  business 
operations  price  increases  and  inflation. 

SKRVICTS 

FY  1994  FY  1995 

$36,461,000  $41,437,000 


Reconciliation  of  Increases  and  Decreases 


(SM) 

1. 

FY  1994  President's  Budget  Request  Amended 

36.5 

2. 

FY  1994  impropriated  Amount 

36.5 

3. 

FY  1994  (Turrent  Estimate 

36.5 

4. 

Price  Growth 

3.0 

a.  Inflation 

(3.0) 

5. 

Program  Increases 

1.9 

a.  Recycling  initiatives 

(1.9) 

6. 

FY  1995  President's  Budget  Request 

41.4 
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ni  THI  smvicis  ACCOCMT.  Funding  adjustments  are 
proposed  in  the  Family  Housing  Services  Account  for  defense  business 
operations  funds  and  inflation.  The  funding  adjustments  also  include 
additional  indirect  support  costs  for  fire  and  police  protection,  and  for 
newly  enacted  city,  county  and  state  ordinances  for  recycling. 


FY  1994  FY  1995 

$34,893,000  $32,118,000 


Reconciliation  of  Increases  and  Decreases 

1.  FY  1994  President's  Budget  Request  Amended 

2.  FY  1994  Appropriated  Amount 

3.  FY  1994  Current  Estimate 

4 .  Price  Growth 

a.  Inflation 

5.  Program  Decreases 

a.  Reduction  of  one-time  funding  for 
overseas  loaner  furnishings 
program 


(SM) 

34.9 

34.9 

34.9 

.8 

(.8) 

-3.6 


(-3.6) 


6.  FY  1995  President's  Budget  Request 


32.1 


RATIOKALl  FOR  CHAHOES  IH  IHl  FORMISHHIQS  ACCOTOIT.  Funding  adjustments  are 
proposed  in  the  Family  Housing  Furnishings  Account  for  inflation.  The  program 
decrease  is  due  to  the  completion  of  the  initial  outfitting  of  the  overseas 
furnishings  program  in  Fiscal  year  1994 .  The  account  now  provides  for  normal 
maintenance  and  repair  of  the  overseas  furniture  and  equipment. 


irrap«i.T.Ai«nns 


FY  1994  FY  1995 

$1,133,000  $1,217,000 

Reconciliation  of  Increases  and  Decreases 

im 

1.  FY  1994  President's  Budget  Request  Amended  l.l 

2.  FY  1994  i^jpropriated  Amount  1.1 

3.  FY  1994  Current  Estimate  1.1 

4 .  Price  Growth  .  1 

a.  Inflation  (.1) 

5.  FY  1995  President's  Budget  Request  1.2 


RATIOWALB  FOR  CHAHGBS  IM  THK  MISCKLIAHKOUS  ACCOTOT,  Funding  adjustments  are 
proposed  in  the  Family  Housing  Miscellaneous  Account  for  inflation. 
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BiaiiTag 


-  FY 

$150,643,000 


FY  1994 
$156,506,000 

Reconciliation  of  Increases  and  Decreases 


1. 

FY  1994  President's  Budget  Request  Amended 

156.7 

2. 

Program  Decrease 

-  .2 

a.  Congressional  adjustment 

(-.2) 

3. 

FY  1994  Appropriated  Amount 

156.5 

4. 

FY  1994  Current  Estimate 

156.5 

5. 

Price  Growth 

3.4 

a.  Inflation 

(3.4) 

6. 

Program  Decreases 

-9.3 

a.  Reduced  consultation 

(-9.3) 

7. 

FY  1995  President's  Budget  Request 

150.6 

RATIOHALK  FOR  CHAMOBS  IM  THl  DTILITIIS  ACCOtMT.  Funding  adjustments  are 
proposed  in  the  Family  Housing  Utilities  Account  for  defense  business 
operations  increases  and  inflation.  The  program  decrease  is  for  energy 
conservation  achieved  through  provision  of  energy  efficient  appliances  and 
HVAC  systems,  energy  conservation  measures  incorporated  in  new  construction 
and  revitalisation  projects  and  aggressive  energy  conservation  awareness 
programs . 


KAnrrxHAMCg 


FY  1994 
$265,254,000 


-FY  IggS. 

$342,992,000 


Reconciliation  of  Increases  and  Decreases 

1.  FY  1994  President's  Budget  Request  Amended 

2 .  Program  Decrease 

a.  Congressional  adjustment 

3.  FY  1994  Appropriated  Amount 

4.  FY  1994  Current  Estimate 

5 .  Price  Growth 

a.  Inflation 

6 .  Program  Increases 

a.  Reduction  of  maintenance 
backlog 


(SM) 

316.1 

-50.8 

(-50.8) 

265.3 

265.3 

5.8 

(5.8) 

71.9 

(71.9) 


7.  FY  1995  President's  Budget  Request 


343.0 


RATIOMALB  FOR  CHANGES  IH  THK  MAmTEKANCK  ACCOPMT.  Funding  adjustments  are 
proposed  in  the  Family  Housing  Maintenance  Account  for  defense  business 
operations  increases  and  the  inflation  costs  associated  with  maintaining  over 
70,000  family  housing  units.  In  addition,  this  request  continues  the  CNO 
direction  to  upgrade  the  quality  of  life  for  Navy  families  through  a  program 
called  Neighborhoods  of  Excellence  (NOE)  by  fully  funding  annual  maintenance 
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requirements,  funding  minor  repair  projects  (less  than  $15K)  to  reduce  the 
backlog,  e3q>anding  hours  maintenance  will  be  performed,  performing  maintenance 
through  appointment,  and  providing  additional  self  help  materials  to  the 
residents. 


atTTHQSTTV 

FY  PY  1995 

$12,926,000  $15,130,000 


Reconciliation  of  Increases  and  Decreases 


(SM) 

1. 

FY  1994  President's  Budget  Request  Amended 

12.9 

2. 

FY  1994  J^ppropriated  Amount 

12.9 

3. 

FY  1994  Current  Estimate 

12.9 

4. 

Price  Growth 

.2 

a.  Inflation 

(.2) 

5. 

Program  Increases 

2.0 

a.  Burdensharing  by  GOJ 

(2.0) 

6. 

FY  1995  President's  Budget  Request 

15.1 

RATIQHRLE  FOR  CHAMOIS  IM  THE  aggomrr.  Funding  adjustments  are 

proposed  in  the  Family  Housing  Reimbursable  Account  for  inflation.  Program 
increases  are  for  expected  income  the  anticipated  reimbursements  by  the 
Government  of  Japan  for  utilities  under  the  burdensharing  plan. 

FY  1994  FY  1995 

$105,552,000  $106,518,000 

Reconciliation  of  Increases  and  Decreases 


(SM) 

1.  FY  1994  President's  Budget  Request  Amended  105.4 

2.  FY  1994  Appropriated  Amount  105.4 

3.  FY  1994  Current  Estimate  105.6 

4 .  Program  Growth  .  9 

a.  New  leases  at  VARLOCS  (  .9) 

5.  FY  1995  President's  Budget  Request  106.5 


RATIOMALK  FOR  CHAWOlS  IN  THB  LKASINq  ACCOTOIT.  Funding  adjustments  are 
proposed  in  the  Family  Housing  Leasing  Account  for  additional  leased  units 
coming  on  line  as  a  result  of  the  Section  601  and  foreign  leasing  programs. 
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DEPARTMENT  OF  THE  NAVY 
FAMILY  HOUSING  -  1995  BUDGET  ESTIMATE 
JUSTIFICATION 


MARINE  CORPS 


OPERATING  EXPENSES 

FY  1994  FY  1995 

$21,607,000  $21,926,000 

The  FY  1995  estimated  program  represents  the  Marine  Corps  family  housing 
requirements  using  Office  of  the  Management  and  Budget  inflation  factors  and 
foreign  currency  exchange  rates.  Reconciliation  of  estimates  is  provided  for 
each  program  element  as  follows: 


MANAGEMENT 


FY  1994  FY  1995 

$10,518,000  $10,455,000 


Reconciliation  of  Increases  and  Decreases 


iiMl 


1. 

FY  1994  President’s  Budget  Request  Amended 

10.5 

2. 

FY  1994  Appropriated  Amount 

10.5 

3. 

FY  1994  Current  Estimate 

10.5 

4. 

Price  Growth 

.3 

a.  Inflation 

(•3) 

5. 

Program  increase 

.1 

a.  Quality  of  life  enhancements 

(.1) 

6. 

Program  decreases 

-.4 

a.  Reduction  of  automated  system 

administrative  costs 

(-.4) 

7. 

FY  1995  President's  Budget  Request 

10.5 

RATIONALE  FOR  CHANGES  IN  THE  MANAGEMENT  ACCOUNT. 

The  increases  noted  in  the  management  account  provide  for  inflation  to  direct 
and  indirect  costs  in  managing  the  family  housing  program.  Personnel  payroll , 
administrative  support  for  housing  referral  and  a  community  liaison  as  well  as 
training  and  travel  associated  with  the  family  housing  program,  i.e.,  the 
Marine  Corps  Housing  Workshops  and  Family  Housing  Management  Institute 
(Jacksonville  FL)  are  included.  The  decreases  in  the  program  reflect  reduced 
costs  for  computer  installation,  on-site,  and  training  and  travel  costs  for 
the  Real  Property  Maintenance  /Family  Housing  System  (RPM/FHS). 
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DEPARTMENT  OF  THE  NAVY 
FAMILY  HOUSING  -  1995  BUDGET  ESTIMATE 
JUSTIFICATION 


MARINE  CORPS 


SERVICES 


FY  1994  FY  1995 

$9,078,000  $9,356,000 


Reconciliation  of  Increases  and  Decreases 


r$M) 

1. 

FY  1994  President's  Budget  Request  Amended 

8.9 

2. 

FY  1994  Appropriated  Amount 

8.9 

3. 

Program  increase 

.2 

a.  Realignment  for  increased  costs  for 

service  contracts  and  indirect  support  costs 

(.2) 

4. 

FY  1994  Current  Estimate 

9.1 

5. 

Price  Growth 

.3 

a.  Inflation 

(.3) 

6. 

Program  Increases 

.2 

a.  Services  for  new  units  coming 

on  line 

(.2) 

7. 

Program  decrease 

-.2 

a.  Contractual  reduction  for  rehab 

units  off  line 

(-.2) 

8. 

FY  1995  President’s  Budget  Request 

9.4 

RATIONALE  FOR  CHANGES  IN  THE  SERVICES  ACCOUNT 


The  services  account  reflects  an  increase  in  pricing  for  service  contracts 
using  approved  inflationary  factors  and  costs  associated  with  existing  and 
newly  acquired  units.  The  funding  adjustments  also  include  additional  program 
costs  for  indirect  support  costs  for  fire  and  police  protection,  costs 
associated  with  providing  pest  control,  street  cleaning,  snow  removal,  refuse 
collection,  and  the  costs  associated  with  the  implementation  of  the  recycling 
program  in  compliance  with  county  or  state  ordnance.  The  program  decreases 
reflect  the  reduction  of  services  for  the  rehab  units  off  line. 
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DEPARTMENT  OF  THE  NAVY 
FAMILY  HOUSING  -  1995  BUDGET  ESTIMATE 
JUSTIFICATION 


MARINE  CORPS 


FURNISHINGS 


FY  1994  FY  1995 

$2,011,000  $2,115,000 


Reconciliation  of  Increases  and  Decreases 


1. 

FY  1994  President's  Budget  Request  Amended 

($M) 

2.0 

2. 

FY  1994  Appropriated  Amount 

2.0 

3. 

FY  1994  Current  Estimate 

2.0 

4. 

Price  Growth 

.1 

5. 

a.  Inflation 

Program  increase 

(.1) 

.1 

6. 

a.  New  units  on  line 

Program  decreases 

(.1) 

-.1 

7. 

a.  Reduced  inventory  requirement 

FY  1995  President’s  Budget  Request 

(-.1) 

2.1 

RATIONALE  FOR  CHANGES  IN  THE  FURNISHINGS  ACCOUNT. 

The  estimate  reflects  an  increase  for  price  and  program  costs  for  the 
acquisition  of  new  units  on  line  and  the  procurement  of  furniture  and  movable 
equipment  (stoves,  refrigerators,  etc.)*  The  decrease  is  based  on  an 
accountable  reduction  of  inventory  requirements  for  the  existing  units.  The 
funds  requested  will  enable  a  consistent  program  level  of  maintenance  and 
replacement  of  the  existing  inventory. 

UTILITIES 


FY  1994  FY  1995 

$36,254,000  $36,202,000 


Reconciliation  of  Increases  and  Decreases 


1. 

FY  1994  President’s  Budget  Request  Amended 

($M) 

38.3 

2. 

Program  decrease 

-2.0 

3. 

a.  Congressional  adjustment 

FY  1994  Appropriated  Amount 

(-2.0) 

36.3 

4  . 

FY  1994  Current  Estimate 

36.3 

5. 

Price  Growth 

1.0 

6. 

a.  Inflation 

Price  Decrease 

(1.0) 

-.1 

a.  Reduced  fuel  rate  change 

(-.1) 
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DEPARTMENT  OF  THE  NAVY 
FAMILY  HOUSING  -  1995  BUDGET  ESTIMATE 
JUSTIFICATION 

MARINE  CORPS 


7 .  Program  Increases 

1.3 

a.  New  units  on  line 

(.6) 

b.  801  leasing  costs 

(.7) 

8 .  Program  decrease 

-2.3 

a.  Reduction  for  rehab  units  off  line 

(-.5) 

b.  Energy  conservation 

(-1.8) 

9.  FY  1995  President’s  Budget  Request  36.2 

RATIONALE  FOR  CHANGES  IN  THE  UTILITIES  ACCOUNT 

Program  Increases  are  for  costs  associated  with  providing  electricity,  heat, 
gas,  water,  and  sewage  for  600  801  leased  units  and  new  acquired  units  coming 
on  line.  The  funding  adjustment  reflects  pricing  and  program  costs,  to  include 
inflation.  Program  decreases  reflect  reduced  usage  for  rehab  units  off  line 
and  energy  conservation.  The  Faailly  Housing  utilities  are  priced  by  known 
rates  or,  in  accordance  with  OSD/OMB  pricing  guidance.  Energy  conservation  is 
stressed. 


aNTENANCE  EXP! 


FY  1994  FY  1995 

$37,500,000  $40,271,000 

Reconciliation  of  Increases  and  Decreases 


($M) 

1.  FY  1994  President’s  Budget  Request  Amended  39.5 

2.  Program  decrease  -2.0 

a.  Congressional  adjustments  (-2.0) 

3.  FY  1994  Appropriated  Amount  37.5 

4.  FY  1994  Current  Estimate  37.5 

5.  Price  Growth  1.2 

a.  Inflation  (.9) 

b.  Foreign  currency  fluctuation  (.3) 

6.  Program  increase  1.8 

a.  New  units  coming  on  line  (.9) 

b.  801  leasing  costs  (.9) 

7 .  Program  decrease  - .  2 

a.  Reduction  for  rehab  units  off  line  (-.2) 


8.  FY  1995  President’s  Budget  Request 


40.3 
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DEPARTMENT  OF  THE  NAVY 
FAMILY  HOUSllR*  -  1995  BUDGET  ESTIMATE 
JUSTIFICATION 


MARINE  CORPS 


RATIONALE  FOR  CHANGES  IN  THE  MAINTENANCE  ACCOUNT. 

Program  estimate  provides  for  price  increases  associated  with  inflation 
required  to  maintain  over  23,000  new  and  existing  family  housing  and  600  801 
lease  units.  Other  increases  are  costs  associated  with  maintenance  service 
contracts  to  allow  for  maintaining  the  present  level  of  occupant  service 
calls,  change  of  occupancy,  and  routine  maintenance  and  minor  repair  backlog. 


REIMBURSEMENTS 

FY  199A  FY  1995 

$2,500,000  $3,000,000 


Reconciliation  of  Increases  and  Decreases 


XlMi 


1. 

FY  1994  President's  Budget  Request  Amended 

1.8 

2. 

Program  increase 

.7 

a.  Increased  collections  for  rent  charges 

(.7) 

3. 

FY  1994  Appropriated  Amount 

2.5 

4. 

FY  1994  Current  Estimate 

2.5 

5. 

Price  Growth 

.2 

a.  Inflation 

(.1) 

b.  Pricing  adjustments 

(.1) 

6. 

Program  increase 

.3 

a.  Increased  collections  for  rental 

adjustments 

(.1) 

b.  Program  increase  for  realistic 

collections  for  damages  to  new  and 

existing  units  on  line 

(.2) 

7.  FY  1995  President’s  Budget  Request  3.0 

RATIONALE  FOR  CHANGES  IN  THE  REIMBURSABLE  ACCOUNT. 

The  estimate  for  FY  1995  reflects  increased  collections  due  to  damages  at 
change  of  occupancy,  increased  rent  for  quarters  due  to  the  Transition 
Assistance  Management  Program,  higher  than  expected  carpet  replacement  costs 
due  to  tenant  negligence  and  increased  occupancy  in  mobile  homes  spaces. 
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DEPARTMENT  OF  THE  NAVY 
FAMILY  BOUSING  -  1995  BUDGET  ESTIMATE 
JUSTIFICATION 

MARINE  CORPS 


LEASING 


FY  1994 
$7,756,000 


Reconciliation  of  Increases  and  Decreases 


FY  1995 
$7,818,000 


1.  FY  1994  President's  Budget  Request  Amended 

2.  FY  1994  Appropriated  Amount 

3.  Program  decrease 

a.  Decreased  domestic  leases 

4.  FY  1994  Current  Estimate 

5.  Price  Growth 

a.  Inflation  on  801  costs 

7.  FY  1995  President's  Budget  Request 


TIONALE  FOR  CHANGES  TW  THE  LRASTWC  ACCOUNT. 


f$M) 

7.9 

7.9 

-.2 

(-.2) 

7.7 
.1 

(.1) 

7.8 


Funding  adjustments  are  proposed  in  the  PamilY  Housing  Leasing  Account  for 
inflation  applied  to  the  rental  costs  for  600  801  leased  units  at  MCA6CC  29 
PALMS.  CA. 
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a.  INSTALLATION  ANO  LOCATION 

VARIOUS  LOCATIONS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 


4.  rnOJtCT  TITLI 


I.  ^ROiCCT  NUMMM 


GENERAL  AND  FLAG  OFFICERS  QUARTERS 


DEPARTMENT  OF  THE  NAVY 
FY  1995  BUDGET 

GENERAL/FLAG  OFFICERS  QUARTERS  (GFOQs) 

WHERE  ANTICIPATED  MAINTENANCE  AND  REPAIR 
HILL  EXCEED  $25,000  PER  UNIT 

This  information  is  provided  in  accordance  with  the  reporting  requirement 
established  by  the  Conference  ;^propriations  Committee  Report  dated 
21  December  1987.  The  information  provides  the  details  for  those  GFOQs  where 
the  maintenance  and  repair  obligations  in  FY  1995  are  expected  to  exceed 
$25,000  per  unit.  Operations  incl  de  the  prorated  costs  for  management  of 
family  housing,  services  such  as  fire  and  police  protection,  refuse  collection 
entomology,  snow  removal,  and  furnishings.  Utilities  include  applicable  costs 
for  energy  (electricity,  gas,  fuel  oil.  steam,  and  geothermal) ,  water  and 
sewerage.  Maintenance  and  repairs  include  recurring  work  such  as  service 
calls,  preventative  maintenance,  routine  change  of  occupancy  trark,  and  major 
repairs.  This  includes  all  operation  and  maintenance  costs  to  the  dwelling 
unit,  appurtenant  structures  and  other  related  area  emd  facilities  intended 
for  the  use  of  the  general  or  flag  officer.  In  those  quarters  designated  as 
historical,  major  work  is  coordinated  with  the  appropriate  State  Historic 
Preservation  office.  These  quarters  are  identified  as  National  Historic 
Register  (NHR) ,  or  eligible  to  be  on  the  National  Historic  Register  (ELIG) 
or  are  in  an  Historical  Thematic  District  (HTD) . 
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I.eOM^OMINT 

FY  IQi^MILITARY  CONSTRUCTION  PROJECT  DATA 

NAVY 


3.  INSTAkl.ATlON  AND  LOCATION 


VARIOUS  LOCATIONS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 


A.  arojcct  TITLI 


•.  PROJECT  NUMICR 


GENERAL  AND  FLAG  OFFICERS  QUARTERS 


STATE/ 


MAINT  HIST 

QTRS  ID  OPS  UTIL  t.  RPR  PRES  TOTAL  IMPRQYS 


CALIFORNIA 


PWC 

SAN  DIEGO 


NASNI 

A 


4,000 


€,500  41,600 


(0)  52,100  0 


Operations  consist  of  management,  services,  and  furnishings.  Maintenance 
and  repairs  include  routine  recurring  maintenance  and  service  calls.  Change 
of  occupancy  maintenance  includes  interior  touch  up  painting,  refinishing 
front  entrance  door,  remove  dining  room  carpet  and  refinish  hardwood 
floors,  repair  deck  area  railing,  repair  wall  in  garage  and  paint  interior. 
Major  repairs  include  removal  and  replacement  of  patio  cover  and  exterior 
lighting.  (Year  built:  1919;  NSF:  4,643;  ELIG) 


PMC 

SAN  DIEGO 


NASNI 

B 


5,500 


4,500  49,900 


(0)  59,900  0 


Operations  consist  of  management,  services,  and  furnishings.  Maintenance  and 
repairs  include  routine  recurring  maintenance  and  service  calls.  Change  of 
occup^ulcy  maintenance  includes  refinishing  hardwood  floors,  repairs  to  patio 
roof  cover,  replace  exterior  lighting  and  touch  up  painting.  Major  repairs 
include  replacement  of  interior  wiring  throughout,  install  GFI's  in  bathrooms 
and  kitchen,  install  additional  electrical  outlets,  replace  light  fixtures, 
replace  circuit  panel.  Replace  closet  doors,  window  trim,  entry  and  rear 
doors  and  install  deadbolt  locks,  peepholes  and  screen  door.  Rehab  bathrooms 
to  include  replacement  of  tubs,  shower  enclosures,  toilets,  sinks,  vanities, 
exhaust  fans,  medicine  cabinets,  flooring,  lighting,  outlets,  exhaust  fans  and 
fixtures.  Replace  smoke  detector  and  hot  water  heater.  Repair  and  paint 
ceiling  where  needed,  replace  mini  blinds.  Complete  interior  painting. 

Provide  enclosure  for  gas  meters.  Provide  irrigation  and  landscaping  to 
front  and  rear  of  unit.  (Year  built:  1919;  NSF:  2,641;  ELIG) 


PWC 

SAN  DIEGO 


NASNI 


3,800 


2,700  76,000 


(0)  82,500  0 


Operations  consist  of  management,  services,  and  furnishings.  Maintenance  and 
repairs  include  routine  recurring  maintenance  and  ser\'ice  calls.  Change  of 
occupancy  maintenance  includes  interior  touch  up  painting,  replace  deterio¬ 
rated  exterior  front  entrance  door,  repair  and  paint  water  damaged  interior 
wall.  Major  repairs  include  replacing  wiring,  electrical  outlets  and  windows. 
RepAir  and  replace  stucco  to  rear  exterior  wall  damaged  by  deterioration  and 
modify  fascia  and  eaves.  (Year  built:  1918;  NSF:-  5,347;  ELIG) 
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FY  19«21MILITARY  CONSTRUCTION  PROJECT  DATA 


X  installation  and  location 


VARIOUS  LOCATIONS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 


a.  rnOJICT  TITLS 


I.  PROJECT  NUMSEH 


GENERAL  AND  FLAG  OFFICERS  QUARTERS 


STATE/ 


MAINT  HIST 

OTRS  ID  QPS  mL  k.&PR  ££££  TOTAL  IMPBQaS 


MARINE  BARRACKS 
8TH  and  I 


7,300 


10,500 


43,250 


(0)  61,050 


Operations  consists  of  management,  services,  and  furnishings.  Maintenance 
and  repair  includes  routine  recurring  maintenance;  repair  of  the  bathroom 
fixtures,  vanities,  and  floor  tile;  exterior  trim  paint  and  caulking;  and  a 
project  to  replace  the  windows  ($35,000).  These  are  the  original  windows 
which  have  wood  sashes  and  counterweights.  Some  of  the  windows  are  either 
painted  shut  or  don't  work.  The  wood  is  in  a  state  of  deterioration.  The 
windows  will  be  replaced  with  a  thermopane,  more  energy  efficient  window. 
These  quarters  are  the  home  of  the  Assistant  Commandant  of  the  Marine  Corps 
and  a  Special  Command  position.  It  is  a  three  story  unit  with  5  bathrooms 
and  5  laedrooms.  (Year  built:  1908;  NSF;  5,152;  NHR) 


MARINE  BARRACKS 
8TH  and  I 


6,300 


10,000 


43,050 


59,350 


Operations  consists  of  management,  services,  and  furnishings.  Maintenance 
and  repair  includes  routine  recurring  maintenance;  repair  of  the  bathroom 
fixtures,  vanities,  and  floor  tile;  exterior  trim  and  caulking;  repair  the 
basement  steps;  and  a  project  to  replace  the  windows  ($30,000) .  These  are 
the  original  windows  which  have  wood  sashes  and  counterweights .  Some  of 
the  windows  are  either  painted  shut  or  don't  work.  The  wood  is  in  a  state 
of  deterioration.  The  window  will  Ise  replaced  with  a  thermopane,  more 
energy  efficient  window.  The  basement  steps  have  shifted  and  cracked  due 
to  settling.  It  is  a  three  story  unit  with  5  bathror:ns  and  5  bedrooms. 
(Year  built:  1908;  NSF:  4,253;  NHR) 
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FY  19.9LJKI1LITARY  CONSTRUCTION  PROJECT  DATA 


X  INSTAkkATlON  AND  LOCATION 


VARIOUS  LOCATIONS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 


4.  TNOJICT  TITLI 


X  PROJECT  NUMBER 


GENERAL  AND  FLAG  OFFICERS  QUARTERS 


STATE/ 


MAINT  HIST 

QTRS  IP  -Qga  UTIL  k  EPB  PRES  TOTAL  IMPRQVS 


NARINE  BARRACKS 
8TH  and  I 


6,300 


10,000 


49,050 


65,350 


Operations  consists  of  management,  services,  and  furnishings.  Maintenance  and 
repair  includes  routine  recurring  maintenance;  repair  of  the  bathroom  fixtures, 
vanities,  and  floor  tile;  exterior  trim  and  caulking;  repair  the  basement 
steps;  repoint  the  bricks;  and  a  project  to  replace  the  windom  ($30,000). 

These  are  the  original  windows  which  have  tfood  sashes  and  counterweights.  Some 
of  the  windows  are  either  painted  shut  or  don't  work.  The  nKxxi  is  in  a  state 
of  deterioration.  The  windows  will  be  replaced  with  a  thermopane,  more  energy 
efficient  window.  The  basement  steps  have  shifted  and  cracked  due  to  settling. 
The  bricks  need  to  be  repointed  due  to  mortar  deterioration.  Water  is  seeping 
into  the  hoiise  and  causing  damage  to  the  walls.  It  is  a  three  story  unit  with 
5  bathrooms  and  5  bedrooms.  (Year  built:  1908;  NSF:  4,253;  NHR) 


WASHINGTON  A,  WNY  8,500  11,000  42,600  (0)  62,100  0 

Operations  consist  of  management,  services,  and  furnishings.  Maintenance  and 
repairs  include  routine  recurring  maintenance,  service  calls,  minor  exterior 
repairs,  exterior  painting  and  repairs  to  driveway  and  topcoat.  (Year  built: 
1802;  NSF:  8,940;  NHR) 


WASHINGTON  B,  WNY  17,300  5,500  26,900  (0)  49,700  0 

Operations  consist  of  management,  services,  and  furnishings.  Maintenance  and 
repairs  include  routine  recurring  maintenance  and  service  calls.  Change  of 
occupancy  maintenance  includes  cleaning,  repairs  or  replacement  of  carpets  and 
drapes,  minor  interior  repairs,  floor  refinishing  and  interior  painting. 

(Year  built:  1802;  NSF:  4,459;  NHR) 


WASHINGTON  C,  WNY  12,300  4,000  26,200  (0)  42,500  0 

Operations  consist  of  management,  services,  and  furnishings.  Maintenance  and 
repairs  include  routine  rec\irring  maintenance  and  service  calls.  Change  of 
occupancy  maintenance  includes  floor  refinishing,  carpet  cleaning  and  complete 
interior  painting.  (Year  built:  1879;  NSF:  3,200;  NHR) 
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FY  19.2LJMILITARY  CONSTRUCTION  PROJECT  DATA 


a.  INSTALLATION  AND  LOCATION 


VARIOUS  LOCATZ(»IS  IKSIDB  AND  OUTSIDE  THE  UNITED  STATES 


4.  thojsct  titli 


S.  I»II0JSCT  NUMUN 


GENKiAL  AND  FLAG  OFFICERS  QUARTERS 


STATE/ 


MAINT 

OTRS  ID  QPS  UTIL  &  &PR 


HIST 

£fi£S  TOTAL  IMPROVS 


MCAS 

CHERRY  POINT 


7,211 


5,448  45,000 


57,659 


Operations  consist  of  management,  services,  and  fximishings.  Maintenance  and 
repairs  include  routine  recurring  maintenance  and  service  calls,  change  of 
occupancy,  interior  painting  and  a  project  to  renovate  the  kitchen  ($25,000). 
This  project  includes  the  necessary  work  to  upgrade  the  kitchen  to  current  day 
standards.  It  will  replace  the  appliances,  plumbing  fixtures,  cabinets  aind 
countertops,  designated  walls,  doors,  and  floor  covering;  and  relocate  the 
refrigerator.  The  kitchen  floor  plan  will  be  modified  to  obtain  maximum 
utilisation  available  space.  It  is  a  two  story  unit  with  4  1/2  bathrooms  and 
4  bedroom.  (Year  built:  1942;  NSF:  3,030) 

VIRGIMIA 


PWC 

NORFOLK 


Michigan 

M-6 


5,600 


7,300 


44,400 


57,300 


Operations  consist  of  management,  services,  and  furnishings.  Maintenance  and 
repairs  include  routine  recurring  maintenance  and  service  calls.  Change  of 
occupancy  maintenance  includes  minor  structural  repairs,  replace  kitchen  vinyl 
flooring  auid  interior  and  exterior  painting.  (Year  built: 

1907;  NSF:  4,950;  NHR) 


PWC 

NORFOLK 


Virginia 

G-30 


6,500  17,500 


55,500 


79, 500 


Operations  consist  of  management,  services,  and  furnishings.  Maintenance  and 
repairs  include  routine  recurring  maintenance  and  service  calls .  Change  of 
occupancy  maintenance  includes  minor  structural  repairs,  relocate  reunge  and 
washer  and  dryer,  replace  kitchen  vinyl  flooring,  install  exhaust  fan  in  attic 
interior  amd  exterior  painting.  (Year  built:  1907;  NSF:  12,660;  NHR) 
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FY  19 _ MILITARY  CONSTRUCTION  PROJECT  DATA 

NAVY  _ _ 


3.  installation  and  location 


VARIOUS  LOCATIONS  INSIDE  AND  OUTSIDE  THE  UNITED  STATES 


4.  ^NOIICT  TITLI 


S.  PfIOJCCT  NUMSEA 


GENERAL  AND  FLAG  OFFICERS  QUARTERS 


STATE/ 


MAINT  HIST 

QTRS  IP  -QPS-  miL  k  &PR  PRES  TOTAL  IMPROVS 


MAPLES 


NSA 

NAPLES 


Villa  Nike  7,700  39.600 


29,600  (0)  76,900  0 


operations  consist  of  management,  services,  and  furnishings.  Maintenance  and 
repairs  include  routine  recurring  maintenance  and  service  calls. 

JAPAN 


Yokosuka  17  Halsey  4,800  6,700 


93,400  (0)  104,900  0 


Operations  consist  of  management,  services,  and  furnishings.  Maintenance 
and  repairs  include  routine  recurring  maintenance,  service  calls  and 
routine  change  of  occupancy  minor  repairs.  Major  repairs  include  rehab  of 
bathroom  and  dressing  room.  Built  1948  NSF  4,140. 
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Faally  HoiMlim,  Mavy  and  Marina  Corps 


uttfing 

(In  Ttousandsl 


FT  1995  Progran  $114,336 
FT  1994  Progran  $113,308 


IPd  Seooa 

Thla  progran  provldaa  paynant  for  tha  costs  incurrad  In  laasing  fanlly 
housing  units  for  assignnont  as  public  quarters. 


A  sunnary  of  tha  funding  progran  for  Fiscal  Yaar  1995  follows: 


FT 

93 

FT  94 

_ FT  95 _ 

Author* 

Author* 

Tr  Ind 

Cost 

isation  Cost 

isation 

Cost 

yaitf _ 

(>ooo> _ 

_ S&iJJi _ ($000) 

_ Qgi£f _ 

...  ISPPQ} 

Donastic 

146 

1,729 

3,333 

7,356 

3,333 

6,147 

Section  801 

2,670 

29,024 

5,347 

56,685 

5,347 

58,463 

Foreign: 

1.788 

33.327 

4.229 

49.267 

4.229 

49.726 

Total: 

4,604 

64,080 

12,909 

113,308 

12,909 

114,336 

jgsnriakTiQH 

Ponastir  Laasino  Prooran  Tha  donastic  laasing  progran  is 

authorlsad  in  10  USC  2828  as  anandad,  irtilch  Units  tha  nunbar  of  units 
authorlsad  at  any  ana  tina  and  spacifias  tha  naxinun  cost  linitation.  This 
progran  consists  of  leasing  on  an  intarin  basis  until  Saetion  801  and/or 
nilltary  construction  (NILCOH)  units  cons  on  line. 

Section  801  of  tha  FT  84  Military  Ccnstructloo  Authorisation  Act  (PL  98- 
115)  authorises  tha  Dapartnent  of  Dafansa  to  antar  into  agraanants  for  tha 
laasing  of  Military  Fanlly  Housing  waits  on  or  near  nilltary  installations 
within  tha  Unltad  States.  This  authorisation  was  consldarad  a  test  and  %rould 
have  arpirad  upon  azacution  of  contracts  no  later  than  1  October  1985.  The  Navy 
sites  chosen  for  tasting  Section  801  ware  Norfolk,  Virginia,  and  Barla,  New 
Jersey.  Tha  Section  801  progran  was  nada  pamanant  in  FT  1992.  The  Oepartnent 
of  the  Navy  has  awarded  contracts  for  Section  801  projects  at  Norfolk,  VA  (300 
units),  Karls,  NJ  (300  units),  Mayport,  FL  (200  units),  Staten  Island,  NY  (1,183 
units) ,  Washington,  DC  (600  units) ,  Washington,  DC  (Sunmerfield-414  units) ,  Port 
Huonaae/Point  Nugu,  CA  (300  units) ,  Pensacola,  FL  (300  units) ,  and  Twantynine 
Palu  (600)  . 
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FT  1993  •  Th*  deasstle  lease  prograa  consisted  of  2,816  units  that  required 
funding  of  $30,752.9.  Funding  in  the  eaount  of  $29,023.7  provided  funding  for 
Section  801  projects  et  lerle,  Worfolk,  Meyport,  Washington,  DC,  Twentynine 
Pains,  Staten  Island,  Pensacola  and  Port  Bueneae/Polnt  Mugu.  The  renaining 
$1,729.2  siqiported  donastle  short  tern  leases  in  Washington,  DC,  Staten  Island, 
WT,  and  San  Diego,  CA  (Public  works  Center  and  Marina  Corps  Recruit  Depot) . 

FT  1994  *  The  donestlc  lease  progran  consists  of  4.555  units  requiring 
funding  of  $64.041.3.  Funding  in  the  anount  of  $56,685.4  is  requested  for 
Section  801  projects  at  nine  Wavy  and  Marine  Corps  activities.  The  renaining 
$7,355.9  is  required  to  st^port  donestlc  short  tern  leases  in  Mev  London,  CT; 
Washington,  DC>  Morfolk,  VAt  San  Diego,  CA}  and  Whldbey  Island,  WA. 

FT  1995  -  The  donestlc  lease  progran  consists  of  4,514  units  requiring 
funding  of  $64,610.4.  Funding  in  the  anount  of  $58,463.6  provides  funding  for 
Section  801  projects  at  Xarle,  Norfolk,  Mayport,  Washington,  DC,  Pensacola,  Port 
Buenene,  Staton  Island,  and  Twentynine  Pains.  The  renaining  $6,146.8  is 
required  to  support  donestlc  short  tom  leases  in  Mow  London,  CT;  Morfolk,  VA; 
San  Diego,  CAi  and  Whldbey  Island,  WA. 

Foreign  Leasing;  Leasing  in  foreign  countries  is  authorised  in  10  DSC  2828, 
which  Units  the  nunber  of  units  authorised  et  any  one  tine  and  specifies  the 
navintfn  cost  linitation. 

The  FT  1993  unit  authorisation  consisted  of  4,229  units  of  which  1,788 
required  funding.  The  authorisation  difference  of  2,441  s\qpported  lease 
initiatives  at  Maples,  Slgonella  and  La  Maddalena,  Italy,  and  Rota,  Spain,  that 
did  not  require  f\inding  until  FT  1994. 

The  FT  1994  unit  authorisation  consists  of  4,229  units  and  funding  for  2,528 
of  those  units.  The  authorisation  difference  of  1,701  is  to  support  lease 
initiatives  at  Maples,  Slgonella  and  La  Maddalena,  Italy,  and  Rota,  Spain,  that 
do  not  require  funding  until  FT  1995. 

The  FT  1995  unit  authorisation  consists  of  4,229  units  and  funding  for  2,744 
of  those  units.  The  authorisation  difference  of  1,485  is  to  support  lease 
initiatives  et  Maples  and  Slgonella,  Italy,  and  Rota,  Spain,  that  do  not  require 
funding  until  FT  1996. 
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FAMILY  HOUSING,  DEPARTMENT  OF  THE  NAVY 
(Other  than  Section  801  and  Section  802  Units) 
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FAMILY  HOUSING  .  DEPARTMENT  OF  THE  NAVY 
(Other  than  Section  801  and  Section  802  Units) 
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I LEASES _ 4,229  23,025  33,327.1  4,229  29,223  49,266.7  4^229  30,478  49,726.2 

GRAND  TOTAL  4,565  24,684  35,056.3  4,840  35,634  66,622.6 _ 4,629  36,478  56,873.0 


Family  Housing,  Departmant  of  tha  Navy 
FY  1995,  Saction  801  Family  Housing  Summary 
(Doltars  in  Thousands) 
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'Execution  of  these  projects  is  subject  to  0MB  guidance  on  scoring  lease  purchases, 

government  lease  of  capital  assets  and  appropriation  of  funds.  FH-S 


FY  1995 

FAMILY  HOUSING,  NAVY 
DEBT  PAYMENT 
($000) 


_ (ln..tligwgftndg) _ 

FY  1995  Program  $  85 
FY  1994  Program  $  88 


Purpose  and  Scope 

The  requirement  for  the  payment  of  principal  and  Interest  on  the 
remaining  indebtedness  for  Capehart  and  acquired  Wherry  housing 
has  been  completed.  All  mortgages  have  been  paid  off  as  of  30 
September  1988  for  the  Wherry  housing  and  as  of  30  September  1989 
for  the  Capehart  housing.  The  only  remaining  requirement  for  this 
program  is  the  payment  of  Servicemen's  Mortgage  Insurance 
Premiums  to  FHA  for  mortgages  assumed  by  active  military 
personnel  on  housing  purchased  by  them. 

Program  Summary 

Authorization  required  for  the  appropriation  is  $85,000.  No 
reimbursements  will  be  used  to  finance  the  FY  1995  program 
pursuant  to  Section  511,  Public  Law  96-418. 


IQA  FY  iPg4  n..l2S£ 


Interest 


Capehart  and  Wherry 

-0- 

-0- 

Mortgage  Insurance  Premiums 
Servicemember ' s 

Navy 

85 

82 

Marine  Corps 

3 

3 

Total  Obligating  Authority 

88 

85 

Budget  Authority: 

88 

85 

Appropriation 

88 

85 

Debt  Reduction 

-0- 

-0- 

Appropriation  (adjusted) 

88 

85 

Page  No. 
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